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Use of Indigenous Herbs and Traditional Formulations through BFC in 
treatment of Type II Diabetes and associated diseases with the help of ST-150. 



Pankaj Oudhia 



Introductory Note 

In Traditional Healing, Indigenous Herbs and Traditional Formulations play vital role. The 
Traditional Healers of Indian state Chhattisgarh use it through BFC method in treatment of Type 
II Diabetes and associated diseases with the help of Special Treatment 150. They use it in form 
of 52 weeks schedule in four sets. I have documented this Traditional medicinal knowledge and 
added it in Type II Diabetes report in Ecoport. 

Recent Ethnobotanical surveys resulted in new information and based on it I prepared modified 
schedules by adding new herbs and herbal combinations. The basic as well as modified 
schedules are present in CGBD database. The efforts are in progress to make CGBD database 
online. The present documents show basic and modified schedule no.l. 

Keywords: Madhuca indica, Mangifera indica, Semecarpus anacardium, Pterocarpus 
marsupium, Azadirachta indica, Butea monosperma, Cleistanthus collinus, Ventilago 
denticulata, Terminalia chebula, Terminalia bellirica, Terminalia arjuna, Emblica officinalis, 
Cassia fistula, Schleichera oleosa, Wrightia tinctoria, Chloroxylon swietenia, Diospyros 
melanoxylon, Haldina cordifolia, Mitraygyna parvifolia, Ficus benghalensis, Ficus religiosa, 
Ficus virens, Ficus racemosa, Syzygium cumini, Hymenodictyon excelsum, Buchanania lanzan, 
Artocarpus heterophyllus, Anthocephalus cadamba, Aegle marmelos, Shorea robusta, Kydia 
calycina, Tectona grandis, Vanda tessellata, Bombax ceiba, Dalbergia paniculata, Firmiana 
colorata, Terminalia alata, Pongamia pinnata, Chlorophytum tuberosum, Aloe vera, Curculigo 
orchioides, Mucuna pruriens, Saraca asoca, Asparagus racemosus, Withania somnifera, 



Withania coagulans, Sphaeranthus indicus, Cyperus rotundus, Bos indicus, Trichuriella 
monsoniae, Justicia betonica, Paspalum scrobiculatum, Wattakaka volubilis, Knoxia mollis, 
Evolvulus nummularis, Waltheria indica, Phyllodium pulchellum, Selaginella bryopteris, 
Allmania nodiflora, Olax imbricata, Orthosiphon rubicundus, Symphorema involucratum, 
Lannea coromandelica, Plumbago zeylenica, Rivea hypocrateformis, Helicteres isora, 
Combretum sp., Hemigraphis latebrosa, Lepidagathis cristata, Indoneesiella longipedunculata, 
Eragrostis uniliodes, Cottonia peduncularis, Oryza sativa, Medicinal Rice, Biodiversity, 
Documentation, Traditional Allelopathic Knowledge, Millets, Ayurveda, Unani, Type II 
Diabetes, Tree Shade Therapy, Holarrhena antidysenterica, Eclipta alba, Neem Mud, Medicinal 
Rice Soil, Commelina benghalensis, Hyptis suaveolens, Blumea lacera, Hibiscus rosa- sinensis, 
Tridax procumbens, Solanum xanthocarpum, Achyranthes aspera, Sphaeranthus indicus, 
Urginea maritima, Jasminum sambac, Hedychium coronarium, Curucma longa, Curcuma 
aromatica, Curcuma amada, Curcuma caesia, Mentha sp., Jagmandal Kanda, Bhains Dhenti, 
Trigonella foenum-graecum, Spilanthes acmella, Gloriosa superba, Careya arborea, Strychnos 
nux-vomica, Sterculia urens, Strychnos potatorum, Cassia fistula, Medicinal Mushroom, Bare 
Foot Crushing, Madhumeh, Paramparik Gyan, Dillenia indica, Annona squamosa, Annona 
reticulata, Miliusa tomentosa, Cissampelos pareira, Cocculus hirsutus, Tinospora cordifolia, 
Berberis asiatica, Nelumbo nucifera, Argemone mexicana, Fumaria indica, Brassica juncea, 
Cochlearia cochlearioides, Lepidium sativum, Eruca sativa, Sisymbrium irio, Capparis decidua, 
Crateva religiosa, Cleome monophylla, Cleome simplicifolia, Maerua arenaria, Hybanthus 
enneaspermus, Cochlospermum religiosum, Viola betonicifolia, Flacourtia indica, Drymaria 
cordata, Spergula arvensis, Stellaria media, Tamarix dioica, Tamarix ericoides, Abutilon hirtum, 
Abutilon indicum, Hibiscus cannabinus, Pavonia odorata, Pavonia repanda, Pavonia zeylanica, 
Thespesia populnea, Biophytum petersianum, Feronia limonia, Garuga pinnata, Aglaia 
elaeagnoidea, Melia azedarach, Toona ciliata, Cassine glauca, Maytenus bailadillana, 
Ampelocissus latifolia, Leea indica, Sapindus emarginatus, Sapindus laurifolia, Sapindus 
mukorossi, Butea parviflora, Clitoria ternatea, Dalbergia lanceolaria, Desmodium gangeticum, 
Indigofera angulosa, Indigofera caerulea, Indigofera cassioides, Indigofera cordifolia, 
Tephrosia purpurea, Shuteria vestita, Wagatea spicata, Rothia indica, Entada phaseoloides, 
Xylia xylocarpa, Osbeckia rostrata, Sonerila tenera, Pycnocycla glauca, Goniocaulon indicum, 
Wedelia urticaefolia, Stylidium tenellum, Youngia japonica, Opuntia sp., Celastrus paniculatus, 
Caesalpinia bonduc, Nerium sp., Triticum sp., Gossypium sp., Momordica charantia, Coccinia 
grandis, Coccinia palmata, Ricinus communis, Acidosis, Diabetic; Diabetes Insipidus; Diabetes 
Insipidus, Nephrogenic; Diabetes Mellitus; Diabetes Mellitus, Adult-Onset; Diabetes Mellitus, 
Brittle; Diabetes Mellitus, Gestational; Diabetes Mellitus, Insulin-Dependent; Diabetes Mellitus, 
Juvenile-Onset; Diabetes Mellitus, Ketosis-Prone; Diabetes Mellitus, Ketosis-Resistant; Diabetes 
Mellitus, Maturity-Onset; Diabetes Mellitus, Non-Insulin-Dependent; Diabetes Mellitus, Slow- 
Onset; Diabetes Mellitus, Stable; Diabetes Mellitus, Sudden-Onset; Diabetes Mellitus, Type 
l;Diabetes Mellitus, Type 2;Diabetes, Autoimmune; Diabetes, Bronze; Diabetes, Gestational; 
Diabetes, Pregnancy-Induced; Diabetic Amyotrophy; Diabetic Autonomic Neuropathy; Diabetic 
Ketoacidosis; Diabetic Ketosis; Diabetic Neuralgia; Diabetic Neuropathies, Diabetic 
Polyneuropathy; Diabetic Retinopathy; Jadi-Buti, Sugar ki bimari, Folklore;Diabetic patients 
(Initial stage) having stomach related troubles; old aged Diabetic patients having different types 
of skin diseases; old aged Diabetic patients having skin as well as stomach related diseases; 
female Diabetic patients having blood and stomach related troubles; Diabetic patients (advanced 
stage) having Kidney related troubles; Diabetic patients (advanced stage) having Sickle Cell 



Anaemia with poor body resistance; Diabetic patients (Second stage) having liver related 
troubles; Diabetic patients having poor body resistance with skin diseases; Diabetic patients 
(Second stage) with Kidney and Liver related troubles; Diabetic patients having blood related 
diseases with diseases of Digestive system; Diabetic patients having spleen and intestine related 
troubles; Diabetic patients having eye related diseases and Headache specially Sun Headache; 
Diabetic patients having nervous system related diseases; female Diabetic patients having spleen 
related troubles; Diabetic patients with poor sexual health; Diabetic patients having Heart 
troubles and Migraine; Diabetic patients at second stage having problem of Insomnia; Diabetic 
patients having spleen and urinary system related diseases; Diabetic patients having Piles 
specially bleeding Piles and poor memory; female Diabetic patients having Asthma and 
Leucorrhoea; Diabetic patients having digestive system related troubles; Diabetic patients having 
throat related troubles; the Diabetic patients having old respiratory troubles; Diabetic patients 
having extreme weakness due to exhaustive diseases; Diabetic patients having problem of 
chronic constipation and Acidity; Diabetic patients (Advanced stage) having{ Parkinson's 
disease; Diabetic patients (Advanced stage) having skin diseases; Diabetic patients (Advanced 
stage) having worm related troubles and Leucoderma; Diabetic patients, at initial stage having 
non healing old wounds; Diabetic patients, at initial stage having respiratory and gynecological 
troubles; Diabetic patients, at initial stage having initial stage of cancer; Diabetic patients, at 
initial stage having joint pain; Diabetic patients, at initial stage having new problem of Insanity 
and other associated troubles; Diabetic patients, at initial stage having Syphilis; Diabetic patients, 
at initial stage having old problem of Hydocele and associated troubles; Diabetic patients, at 
initial stage having Urticaria and other related troubles; Diabetic patients, at initial stage having 
Sickle Cell Anaemia with extreme weakness; Diabetic patients, at initial stage having brain 
related troubles; Diabetic patients, at initial stage having AIDS like symptoms; Diabetic 
patients, at initial stage having advanced stage of Sickle Cell Anaemia; Diabetes with 
hypertension and other associated troubles; Diabetes with Asthma and associated troubles; 
Diabetes with Asthma and Gout; Diabetes with Leucoderma; Diabetes with old problem of 
sinusitis. 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment 
of patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 1. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


PH-3 


SH-9 


Tuesday 


No Medicine 


No 

Medicine 


No 

Medicine 


Wednesday 


HL-1 


PH-3 


SH-9 


Thursday 


No Medicine 


No 

Medicine 


No 

Medicine 


Friday 


HL-1 


PH-3 


SH-9 


Saturday 


No Medicine 


No 

Medicine 


No 

Medicine 


Sunday 


HL-1+ BFC 80 [AD1] (1, ES, UTR, SP, TAK-TAK*, 


PH-3 


SH-9 



Days 

DO) 



Morning 



Noon Evening 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 2. Related Article . Related Ecoport Tables . 



Davs 


Morning 


Noon 


Evening 


Monday 


HL-1 


PH-3 


SH-3 


Tuesday 


No Medicine 


No 

Medicine 


No 

Medicine 


Wednesday 


HL-1 


PH-3 


SH-3 


Thursday 


No Medicine 


No 

Medicine 


No 

Medicine 


Friday 


HL-1+ BFC 80 [AD1] (1, ES, UTR, SP, TAK-TAK*, 
DO) 


PH-3 


SH-3 


Saturday 


No Medicine 


No 

Medicine 


No 

Medicine 


Sunday 


HL-1+ BFC 80 [AD1] (1, ES, UTR, SP, TAK-TAK*, 
DO) 


PH-3 


SH-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 3. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


PH-3 


SH-4 


Tuesday 


No Medicine 


No 

Medicine 


No 

Medicine 


Wednesday 


HL-1+ BFC 80 [AD1] (1, ES, UTR, SP, TAK-TAK*, 
DO) 


PH-3 


SH-4 


Thursday 


No Medicine 


No 

Medicine 


No 

Medicine 


Friday 


HL-1+ BFC 80 [AD1] (1, ES, UTR, SP, TAK-TAK*, 
DO) 


PH-3 


SH-4 


Saturday 


No Medicine 


No 

Medicine 


No 

Medicine 


Sunday 


HL-1+ BFC 80 [AD1] (1, ES, UTR, SP, TAK-TAK*, 
DO) 


PH-3 


SH-4 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 2 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 4. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+SH-2 


PH-l+PH-3 


SH-3+SH-9 


Tuesday 


No Medicine 


No 

Medicine 


No 

Medicine 


Wednesday 


HL-l+SH-2 


PH-l+PH-3 


SH-3+SH-9 


Thursday 


No Medicine 


No 

Medicine 


No 

Medicine 


Friday 


HL-l+SH-2 


PH-l+PH-3 


SH-3+SH-9 


Saturday 


No Medicine 


No 

Medicine 


No 

Medicine 


Sunday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+PH-3 


SH-3+SH-9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEER 5. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Tuesday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Wednesday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Thursday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Friday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+PH- 

3 


SH-3+SH- 
9 


Saturday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Sunday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAR- 


PH-l+PH- 


SH-3+SH- 



Days 

TAK*, DO) 



Morning 



Noon Evening 

3 9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 6. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+SH-2 


DU 1 _i_pu 
rn-ltrn- 

3 


CLT QiCU 

orl- j+orl- 

9 


Tuesday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Wednesday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+PH- 

3 


SH-3+SH- 
9 


Thursday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Friday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+PH- 

3 


SH-3+SH- 
9 


Saturday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Sunday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+PH- 

3 


SH-3+SH- 
9 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from week 4 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEER 7. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HT-1 


PH-3 


HL-1 


Tuesday 


HT-1 


PH-3 


HL-1 


Wednesday 


HT-1 


PH-3 


HL-1 


Thursday 


HT-1 


PH-3 


HL-1 


Friday 


HT-1 


PH-3 


HL-1 


Saturday 


HT-1 


PH-3 


HL-1 



Days Morning Noon Evening 

Sunday HT-1+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) PH-3 HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 8. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-4 


PH-3 


HL-1 


Tuesday 


HL-4 


PH-3 


HL-1 


Wednesday 


HL-4 


PH-3 


HL-1 


Thursday 


HL-4 


PH-3 


HL-1 


Friday 


HL-4+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


HL-1 


Saturday 


HL-4 


PH-3 


HL-1 


Sunday 


HL-4+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 9. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


PH-3+MR-1 


HC-1 


Tuesday 


HL-1 


PH-3+MR-1 


HC-1 


Wednesday 


HL-1+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3+MR-1 


HC-1 


Thursday 


HL-1 


PH-3+MR-1 


HC-1 


Friday 


HL-1+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3+MR-1 


HC-1 


Saturday 


HL-1 


PH-3+MR-1 


HC-1 


Sunday 


HL-1+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3+MR-1 


HC-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 10. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


PH-3+TD-1 HC-1 


Tuesday 


HE-1 


PH-3+TD-1 HC-1 



Davs 


Mornins? 


Noon Even ins? 


Wednesday 


HE-1 


PH-3+TD-1 HC-1 


Thursday 


HE-1 


PH-3+TD-1 HC-1 


Friday 


HE-1 


PH-3+TD-1 HC-1 


Saturday 


HE-1 


PH-3+TD-1 HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


PH-3+TD-1 HC-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 11. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


MM-1 SH-10 


Tuesday 


HE-1 


MM-1 SH-10 


Wednesday 


HE-1 


MM-1 SH-10 


Thursday 


HE-1 


MM-1 SH-10 


Friday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-10 


Saturday 


HE-1 


MM-1 SH-10 


Sunday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-10 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from week 7 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 



patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 12. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


MM-l+TD-1 SH-10 


Tuesday 


HE-1 


MM-l+TD-1 SH-10 


Wednesday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-l+TD-1 SH-10 


Thursday 


HE-1 


MM-l+TD-1 SH-10 


Friday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-l+TD-1 SH-10 


Saturday 


HE-1 


MM-l+TD-1 SH-10 


Sunday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-l+TD-1 SH-10 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 13. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-5 


MM-1 HC-1 


Tuesday 


HL-5 


MM-1 HC-1 


Wednesday 


HL-5 


MM-1 HC-1 


Thursday 


HL-5 


MM-1 HC-1 


Friday 


HL-5 


MM-1 HC-1 


Saturday 


HL-5 


MM-1 HC-1 


Sunday 


HL-5+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 HC-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 14. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-4 


PH-1 HC-2 


Tuesday 


HL-4 


PH-2 HC-2 


Wednesday 


HL-4 


PH-1 HC-2 


Thursday 


HL-4 


PH-2 HC-2 


Friday 


HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


PH-1 HC-2 


Saturday 


HL-4 


PH-2 HC-2 


Sunday 


HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


PH-1 HC-2 



Contributon Dr. Pankaj Oudhia 



Interactive Table 



ID: 37295 
View Groups 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 15. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-4 


PH-1 HC-1 


Tuesday 


HL-4 


PH-2 HC-1 


Wednesday 


HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


PH-1 HC-1 


Thursday 


HL-4 


PH-2 HC-1 



Friday HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) PH-1 HC-1 
Saturday HL-4 PH-2 HC-1 

Sunday HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) PH- 1 HC- 1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 16. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-4 


PH-2 


SH-5 


Tuesday 


HL-4 


PH-1 


SH-5 


Wednesday 


HL-4 


PH-2 


SH-5 


Thursday 


HL-4 


PH-1 


SH-5 


Friday 


HL-4 


PH-2 


SH-5 


Saturday 


HL-4 


PH-1 


SH-5 


Sunday 


HL-4+ BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-2 


SH-5 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from week 12 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 17. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SBT-1 


PH-3 


SH-5 


Tuesday 


SBT-1 


PH-3 


SH-5 


Wednesday 


SBT-1 


PH-3 


SH-5 


Thursday 


SBT-1 


PH-3 


SH-5 


Friday 


SBT-1 + BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-5 


Saturday 


SBT-1 


PH-3 


SH-5 


Sunday 


SBT-1 + BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-5 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 18. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SBT-1 


PH-3 


SH-9 


Tuesday 


SBT-1 


PH-3 


SH-9 


Wednesday 


SBT-1 + BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-9 


Thursday 


SBT-1 


PH-3 


SH-9 


Friday 


SBT-1 + BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-9 


Saturday 


SBT-1 


PH-3 


SH-9 


Sunday 


SBT-1 + BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 19. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


MM-1 SH-9 


Tuesday 


HL-3 


MM-1 SH-9 


Wednesday 


HL-3 


MM-1 SH-9 


Thursday 


HL-3 


MM-1 SH-9 


Friday 


HL-3 


MM-1 SH-9 


Saturday 


HL-3 


MM-1 SH-9 


Sunday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 20. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


MM-1 SH-4 


Tuesday 


HL-3 


MM-1 SH-4 


Wednesday 


HL-3 


MM-1 SH-4 


Thursday 


HL-3 


MM-1 SH-4 


Friday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-4 


Saturday 


HL-3 


MM-1 SH-4 


Sunday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 21. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-3 


TD-1 


SH-4 


Tuesday 


HL-3 


MR-1 


SH-4 


Wednesday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


SH-4 


Thursday 


HL-3 


MR-1 


SH-4 


Friday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


SH-4 


Saturday 


HL-3 


MR-1 


SH-4 


Sunday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


SH-4 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 17 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 22. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MR-1 


SH-4 


Tuesday 


HL-1 


TD-1 


SH-4 


Wednesday 


HL-1 


MR-1 


SH-4 


Thursday 


HL-1 


TD-1 


SH-4 


Friday 


HL-1 


MR-1 


SH-4 


Saturday 


HL-1 


TD-1 


SH-4 


Sunday 


HL-1+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


TD-1 


SH-2 


Tuesday 


HL-1 


MR-1 SH-2 


Wednesday 


HL-1 


TD-1 


SH-2 





lVTorniiiP 


IVoon RvpfiitiP 


Thursday 


HL-1 


MR-1 SH-2 


Friday 


HL-1+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 SH-2 


Saturday 


HL-1 


MR-1 SH-2 


Sunday 


HL-1+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 SH-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 24. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-1 


HC-1 


Tuesday 


HL-2 


MM-1 


HC-1 


Wednesday 


HL-2+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HC-1 


Thursday 


HL-2 


MM-1 


HC-1 


Friday 


HL-2+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HC-1 


Saturday 


HL-2 


MM-1 


HC-1 


Sunday 


HL-2+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HC-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 25. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-1 


SH-1 


Tuesday 


HL-2 


MM-1 


SH-1 


Wednesday 


HL-2 


MM-1 


SH-1 


Thursday 


HL-2 


MM-1 


SH-1 


Friday 


HL-2 


MM-1 


SH-1 


Saturday 


HL-2 


MM-1 


SH-1 


Sunday 


HL-2+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 26. Related Article . Related Ecoport Tables . 



Days 



Morning 



Noon Evening 



Monday 


TUT ") 


a /ta yr 1 
MM- 1 


HL-1 


1 uesday 


TUT 


A /TA yT 1 

MM- 1 


HL-1 


Wednesday 


TUT 

HL-z 


A /TA K 1 

MM- 1 


HL-1 


Thursday 


HL-2 


MM-1 


HC-1 


Friday 


HL-2+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HC-1 


Saturday 


HL-2 


MM-1 


HC-1 


Sunday 


HL-2+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HC-1 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 22 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 27. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


WF-2 


HC-1 


Tuesday 


HE-1 


WF-4 


HC-1 


Wednesday 


HE-1+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


WF-2 


HC-1 


Thursday 


HE-1 


WF-4 


HC-1 


Friday 


HE-1+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


WF-2 


HC-1 


Saturday 


HE-1 


WF-4 


HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


WF-2 


HC-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 28. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


WF-1 HC-1 


Tuesday 


HE-1 


WF-3 HC-1 


Wednesday 


HE-1 


WF-1 HC-1 


Thursday 


HE-1 


WF-3 HC-1 


Friday 


HE-1 


WF-1 HC-1 


Saturday 


HE-1 


WF-3 HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


WF-1 HC-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 29. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


WF-4 HC-1 


Tuesday 


HE-1 


WF-2 HC-1 


Wednesday 


HE-1 


WF-4 HC-1 


Thursday 


HE-1 


WF-2 HC-1 


Friday 


HE-1+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


WF-4 HC-1 


Saturday 


HE-1 


WF-2 HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


WF-4 HC-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 30. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-3 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 


Sunday 


HL-3+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Shift to Set II. 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



Days 


Morning 


Noon Evening 


Monday 


HT-1 


HL-1 SH-9 


Tuesday 


HT-1 


HL-1 SH-9 



Davs 


lVTorninp 

1.Y A. 1111141 


Noon Evening 


Wpdnpsda v 


HT-1 


HL-1 SH-9 


Thursday 


HT-1 


HL-1 SH-9 


Friday 


HT-1 


HL-1 SH-9 


Saturday 


HT-1 


HL-1 SH-9 


Sunday 


HT-1+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 SH-9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 32. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


HL-1 


SH-9 


Tuesday 


HL-2 


HL-1 


SH-9 


Wednesday 


HL-2 


HL-1 


SH-9 


Thursday 


HL-2 


HL-1 


SH-9 


Friday 


HL-2+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


SH-9 


Saturday 


HL-2 


HL-1 


SH-9 


Sunday 


HL-2+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


SH-9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 33. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-3 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 


Sunday 


HL-3+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 34. Related Article . Related Ecoport Tables . 

Days Morning Noon Evening 



Days 


Morning 


Noon Evening 


Monday 


AAF-1 


HL-1 SH-5 


Tuesday 


AAF-1 


HL-1 SH-5 


Wednesday AAF-1 


HL-1 SH-5 


Thursday 


AAF-1 


HL-1 SH-5 


Friday 


AAF-1 


HL-1 SH-5 


Saturday 


AAF-1 


HL-1 


SH-5 


Sunday 


AAF-1 + BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


SH-5 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 35. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HE-1 


HL-1 


HL-4 


Tuesday 


HE-1 


HL-1 


HL-4 


Wednesday 


HE-1 


HL-1 


HL-4 


Thursday 


HE-1 


HL-1 


HL-4 


Friday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-4 


Saturday 


HE-1 


HL-1 


HL-4 


Sunday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 36. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HE-1 


HL-1 


HC-1 


Tuesday 


HE-1 


HL-1 


HC-1 


Wednesday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HC-1 


Thursday 


HE-1 


HL-1 


HC-1 


Friday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HC-1 


Saturday 


HE-1 


HL-1 


HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HC-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 37. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HE-1 


HL-1 


HL-4 


Tuesday 


HE-1 


HL-1 


HL-4 


Wednesday 


HE-1 


HL-1 


HL-4 


Thursday 


HE-1 


HL-1 


HL-4 


Friday 


HE-1 


HL-1 


HL-4 


Saturday 


HE-1 


HL-1 


HL-4 


Sunday 


HE-1+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 38. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 


Sunday 


HL-3+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 39. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-6 


MM-1 


HL-4 


Tuesday 


SH-6 


MM-1 


HL-4 


Wednesday 


SH-6+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-4 


Thursday 


SH-6 


MM-1 


HL-4 


Friday 


SH-6+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-4 


Saturday 


SH-6 


MM-1 


HL-4 


Sunday 


SH-6+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 40. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-7 


MM-1 


HL-4 


Tuesday 


SH-7 


MM-1 


HL-4 


Wednesday 


SH-7 


MM-1 


HL-4 


Thursday 


SH-7 


MM-1 


HL-4 


Friday 


SH-7 


MM-1 


HL-4 


Saturday 


SH-7 


MM-1 


HL-4 


Sunday 


SH-7+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 41. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


SH-6 


MM-1 


HL-2 


Tuesday 


SH-6 


MM-1 


HL-2 


Wednesday 


SH-6 


MM-1 


HL-2 


Thursday 


SH-6 


MM-1 


HL-2 


Friday 


SH-6+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 


Saturday 


SH-6 


MM-1 


HL-2 


Sunday 


SH-6+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Shift to Set III. 

Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 42. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 



Days Morning Noon Evening 

Sunday HL-3+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) HL-1 HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 43. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-7 


HL-6 


HL-1 


Tuesday 


HL-7 


HL-6 


HL-1 


Wednesday 


HL-7 


HL-6 


HL-1 


Thursday 


HL-7 


HL-6 


HL-1 


Friday 


HL-7 


HL-6 


HL-1 


Saturday 


HL-7 


HL-6 


HL-1 


Sunday 


HL-7+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-6 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 44. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


HL-2 


HL-1 


Tuesday 


HL-3 


HL-2 


HL-1 


Wednesday 


HL-3 


HL-2 


HL-1 


Thursday 


HL-3 


HL-2 


HL-1 


Friday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-2 


HL-1 


Saturday 


HL-3 


HL-2 


HL-1 


Sunday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-2 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 45. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-8 


SH-3 


HL-1 


Tuesday 


SH-8 


SH-3 


HL-1 


Wednesday 


SH-8+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


SH-3 


HL-1 


Thursday 


SH-8 


SH-3 


HL-1 



Days 


Morning 


Noon Evening 


Friday 


SH-8+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) SH-3 


HL-1 


Saturday 


SH-8 


SH-3 


HL-1 


Sunday 


SH-8+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) SH-3 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 46. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 


Sunday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 47. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


SH-2 


HL-6 


HL-1 


Wednesday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1 


Thursday 


SH-2 


HL-6 


HL-1 


Friday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1 


Saturday 


SH-2 


HL-6 


HL-1 


Sunday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 1-WEEK 48. Related Article . Related Ecoport Tables . 



Davs 


lVTorninp 


Noon 


Fvpninp 

I J r vlllllil 


Monday 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP. TAK-TAK*. DO) 


HL-2 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP. TAK-TAK*. DO) 

i 7 M ft L ft ft & H i ft ft & ft L/ V._# F 


Tuesdav 


HL-1 


HL-2 


HL-1 


Wednesday 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP TAK-TAK* DO) 


HL-2 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP TAK-TAK* DO) 


Thursday 


HL-1 


HL-2 


HL-1 


Friday 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-2 


HL-1 


Saturday 


HL-1 


HL-2 


HL-1 


Sunday 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-2 


HL-1 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Shift to Set IV. 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 49. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


SH-2 


HL-6 


HL-1 


Wednesday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Thursday 


SH-2 


HL-6 


HL-1 


Friday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Saturday 


SH-2 


HL-6 


HL-1 


Sunday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 50. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


rlL-l + DrK, ou [ALU J (ZU, rLa, 
UTR, SP, TAK-TAK*, DO) 


JNO 

Medicine 


tit i , Drp on r a r»1 1 17 C 

UTR, SP, TAK-TAK*, DO) 


Tuesday 


HL-1 


INO 

Medicine 


HL-1 


Wednesday 


UTR, SP, TAK-TAK*, DO) 


INO 

Medicine 


it i i . nrp on r a r»i i ire 
UTR, SP, TAK-TAK*, DO) 


Thursday 


HL-1 


INO 

Medicine 


HL-1 


Friday 


HL-1+ BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


No 

Medicine 


HL-1+ BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


Saturday 


HL-1 


No 

Medicine 


HL-1 


Sunday 


HL-1+ BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


No 

Medicine 


HL-1+ BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, DO) 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 51. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+ BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


Tuesday 


HL-2 


No Medicine 


HL-1 


Wednesday 


HL-2+ BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


No Medicine 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


Thursday 


HL-2 


No Medicine 


HL-1 


Friday 


HL-2+ BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


No Medicine 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


Saturday 


HL-2 


No Medicine 


HL-1 


Sunday 


HL-2+ BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


No Medicine 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 1-WEEK 52. Related Article . Related Ecoport Tables . 



Davs 


lYTorninp 


Noon 


Fvpninp 


Monday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


Tuesdav 


HL-1 


No Medicine 


No Medicine 


Wednesday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


Thursday 


HL-1 


No Medicine 


No Medicine 


Friday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


No Medicine 


BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


Saturday 


HL-1 


No Medicine 


No Medicine 


Sunday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


No Medicine 


BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, 
DO) 



Recommendations: 



Improvement in patient's condition- Proceed for closing. 

No Improvement-Special attention and schedule are required. 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 1. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-1 


MM-1 


AAF-3 


Tuesday 


HL-1 


MM-1 


AAF-3 


Wednesday 


HL-1 


MM-1 


AAF-3 


Thursday 


HL-1 


MM-1 


AAF-3 


Friday 


HL-1 


MM-1 


AAF-3 


Saturday 


HL-1 


MM-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 2. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1 


HL-1 


Tuesday 


AAF-2 


MM-1 


HL-1 


Wednesday 


AAF-2 


MM-1 


HL-1 


Thursday 


AAF-2 


MM-1 


HL-1 


Friday 


AAF-2+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-1 


Saturday 


AAF-2 


MM-1 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-1 
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Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 3. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1 


AAF-3 


Tuesday 


HL-1 


MM-1 


AAF-3 


Wednesday 


HL-1+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 


Thursday 


HL-1 


MM-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 


Saturday 


HL-1 


MM-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 2 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 4. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MR-1 HL-1 



Days 


Morning 


Noon Evening 


Tuesday 


AAF-2 


TD-1 


HL-1 


Wednesday AAF-2 


MR-1 


HL-1 


Thursday 


AAF-2 


TD-1 


HL-1 


Friday 


AAF-2 


MR-1 


HL-1 


Saturday 


AAF-2 


TD-1 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 5. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-1 


TD-1 


AAF-3 


Tuesday 


HL-1 


MR-1 


AAF-3 


Wednesday 


HL-1 


TD-1 


AAF-3 


Thursday 


HL-1 


MR-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 


Saturday 


HL-1 


MR-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 6. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MR-1 


HL-1 


Tuesday 


AAF-2 


TD-1 


HL-1 


Wednesday 


AAF-2+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-1 


Thursday 


AAF-2 


TD-1 


HL-1 


Friday 


AAF-2+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-1 


Saturday 


AAF-2 


TD-1 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-1 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 4 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2-WEEK 7. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1 


AAF-3 


Tuesday 


HL-1 


MM-1 


AAF-3 


Wednesday 


HL-1 


MM-1 


AAF-3 


Thursday 


HL-1 


MM-1 


AAF-3 


Friday 


HL-1 


MM-1 


AAF-3 


Saturday 


HL-1 


MM-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 8. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-2 


HL-1 


Tuesday 


AAF-2 


MM-2 


HL-1 


Wednesday 


AAF-2 


MM-2 


HL-1 


Thursday 


AAF-2 


MM-2 


HL-1 


Friday 


AAF-2+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-1 


Saturday 


AAF-2 


MM-2 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 9. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4 


AAF-3 


Tuesday 


HL-1 


MM-4 


AAF-3 


Wednesday 


HL-1+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Davs 


IVTomins? 


Noon Evening 


Thursday 


HL-1 


MM-4 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 


Saturday 


HL-1 


MM-4 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 10. Related Article . Related Ecoport Tables . 



Days Morning 


Noon Evening 


Monday AAF-2 


MM-3 


HL-1 


Tuesday AAF-2 


MM-3 


HL-1 


Wednesday AAF-2 


MM-3 


HL-1 


Thursday AAF-2 


MM-3 


HL-1 


Friday AAF-2 


MM-3 


HL-1 


Saturday AAF-2 


MM-3 


HL-1 


Sunday AAF-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 11. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-1 


AAF-3 


Tuesday 


HL-2 


MM-1 


AAF-3 


Wednesday 


HL-2 


MM-1 


AAF-3 


Thursday 


HL-2 


MM-1 


AAF-3 


Friday 


HL-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 


Saturday 


HL-2 


MM-1 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Recommendations: 



Improvement in patient's condition- Continue it. 



No Improvement-Repeat from Week 7 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 12. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-2 


HL-2 


Tuesday 


AAF-2 


MM-2 


HL-2 


Wednesday 


AAF-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 


Thursday 


AAF-2 


MM-2 


HL-2 


Friday 


AAF-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 


Saturday 


AAF-2 


MM-2 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 13. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-4 


AAF-3 


Tuesday 


HL-2 


MM-4 


AAF-3 


Wednesday 


HL-2 


MM-4 


AAF-3 


Thursday 


HL-2 


MM-4 


AAF-3 


Friday 


HL-2 


MM-4 


AAF-3 


Saturday 


HL-2 


MM-4 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 14. Related Article . Related Ecoport Tables . 



Noon Evening 

MM-3 HL-2 



Morning 



Days 

Monday AAF-2 



Tuesday 


AAF-2 


TV >TI\ ft O 

MM-j 


III r\ 

HL-z 


Wednesday AAF-2 


TV >TT\ ft O 

MM-j 


III r\ 

HL-2 


Thursday 


AAF-2 


MM-3 


HL-2 


Friday 


AAF-2+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-2 


Saturday 


AAF-2 


MM-3 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 15. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MR-1 


AAF-3 


Tuesday 


HL-1 


MR-1 


AAF-3 


Wednesday 


HL-1+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 


Thursday 


HL-1 


MR-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 


Saturday 


HL-1 


MR-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 16. Related Article . Related Ecoport Tables . 



Days Morning 


Noon 


Evening 


Monday AAF-2 


MM-1 


HL-1 


Tuesday AAF-2 


MM-1 


HL-1 


Wednesday AAF-2 


MM-1 


HL-1 


Thursday AAF-2 


MM-1 


HL-1 


Friday AAF-2 


MM-1 


HL-1 


Saturday AAF-2 


MM-1 


HL-1 


Sunday AAF-2+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-1 



Recommendations: 



Improvement in patient's condition- Continue it. 



No Improvement-Repeat from Week 12 , 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 17. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1 


AAF-3 


Tuesday 


HL-1 


MM-1 


AAF-3 


Wednesday 


HL-1 


MM-1 


AAF-3 


Thursday 


HL-1 


MM-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 


Saturday 


HL-1 


MM-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 18. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1 


HL-2 


Tuesday 


AAF-2 


MM-1 


HL-2 


Wednesday AAF-2+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 


Thursday 


AAF-2 


MM-1 


HL-2 


Friday 


AAF-2+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 


Saturday 


AAF-2 


MM-1 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 19. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-2 


MM-2 


AAF-3 


Tuesday 


HL-2 


MM-2 


AAF-3 


Wednesday 


HL-2 


MM-2 


AAF-3 


Thursday 


HL-2 


MM-2 


AAF-3 



Friday 

Saturday 

Sunday 



HL-2 MM-2 AAF-3 

HL-2 MM-2 AAF-3 

HL-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) MM-2 AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 20. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-2 


HL-2 


Tuesday 


AAF-2 


MM-2 


HL-2 


Wednesday 


AAF-2 


MM-2 


HL-2 


Thursday 


AAF-2 


MM-2 


HL-2 


Friday 


AAF-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 


Saturday 


AAF-2 


MM-2 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 21. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-2 


AAF-3 


Tuesday 


HL-2 


MM-2 


AAF-3 


Wednesday 


HL-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Thursday 


HL-2 


MM-2 


AAF-3 


Friday 


HL-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Saturday 


HL-2 


MM-2 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 17 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 22. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4 


HL-2 


Tuesday 


AAF-2 


MM-4 


HL-2 


Wednesday 


AAF-2 


MM-4 


HL-2 


Thursday 


AAF-2 


MM-4 


HL-2 


Friday 


AAF-2 


MM-4 


HL-2 


Saturday 


AAF-2 


MM-4 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 23. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-4 


AAF-3 


Tuesday 


HL-2 


MM-4 


AAF-3 


Wednesday 


HL-2 


MM-4 


AAF-3 


Thursday 


HL-2 


MM-4 


AAF-3 


Friday 


HL-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 


Saturday 


HL-2 


MM-4 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 24. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4 


HL-1 


Tuesday 


AAF-2 


MM-4 


HL-1 


Wednesday 


AAF-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


HL-1 


Thursday 


AAF-2 


MM-4 


HL-1 


Friday 


AAF-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


HL-1 


Saturday 


AAF-2 


MM-4 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


HL-1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 25. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-3 


AAF-3 


Tuesday 


HL-1 


MM-3 


AAF-3 


Wednesday 


HL-1 


MM-3 


AAF-3 


Thursday 


HL-1 


MM-3 


AAF-3 


Friday 


HL-1 


MM-3 


AAF-3 


Saturday 


HL-1 


MM-3 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 26. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-3 


HL-6 


Tuesday 


AAF-2 


MM-3 


HL-6 


Wednesday 


AAF-2 


MM-3 


HL-6 


Thursday 


AAF-2 


MM-3 


HL-6 


Friday 


AAF-2+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-6 


Saturday 


AAF-2 


MM-3 


HL-6 


Sunday 


AAF-2+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-6 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 22 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 27. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6 


MM-3 


AAF-3 


Tuesday 


HL-6 


MM-3 


AAF-3 


Wednesday 


HL-6+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


AAF-3 





lVTorniiiP 


Noon Evening 


Thursday 


HL-6 


MM-3 


AAF-3 


Friday 


HL-6+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


AAF-3 


Saturday 


HL-6 


MM-3 


AAF-3 


Sunday 


HL-6+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 28. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MR-1 


HL-2 


Tuesday 


AAF-2 


MR-1 


HL-2 


Wednesday 


AAF-2 


MR-1 


HL-2 


Thursday 


AAF-2 


MR-1 


HL-2 


Friday 


AAF-2 


MR-1 


HL-2 


Saturday 


AAF-2 


MR-1 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-2 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 29. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MR-1 


AAF-3 


Tuesday 


HL-1 


MR-1 


AAF-3 


Wednesday 


HL-1 


MR-1 


AAF-3 


Thursday 


HL-1 


MR-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 


Saturday 


HL-1 


MR-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 30. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MR-1 HL-6 



Days 


Morning 


Noon Evening 


Tuesday 


AAF-2 


MR-1 


HL-6 


Wednesday AAF-2+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-6 


Thursday 


AAF-2 


MR-1 


HL-6 


Friday 


AAF-2+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-6 


Saturday 


AAF-2 


MR-1 


HL-6 


Sunday 


AAF-2+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-6 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 31. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6 


MR-1 


AAF-3 


Tuesday 


HL-6 


MR-1 


AAF-3 


Wednesday 


HL-6 


MR-1 


AAF-3 


Thursday 


HL-6 


MR-1 


AAF-3 


Friday 


HL-6 


MR-1 


AAF-3 


Saturday 


HL-6 


MR-1 


AAF-3 


Sunday 


HL-6+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 32. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


TD-1 


HL-6 


Tuesday 


AAF-2 


TD-1 


HL-6 


Wednesday 


AAF-2 


TD-1 


HL-6 


Thursday 


AAF-2 


TD-1 


HL-6 


Friday 


AAF-2+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


HL-6 


Saturday 


AAF-2 


TD-1 


HL-6 


Sunday 


AAF-2+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


HL-6 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 33. Related Article . Related Ecoport Tables . 



Davs 


lVTorninp 

1.Y A. 1111141 


Noon Evening 


Monday 


HL-6 


TD-1 


AAF-3 


Tuesdav 


HL-6 


TD-1 


AAF-3 




HL-6+ BFC 80 TAD21 (12 ES UTR SP TAK-TAK* DO) 


TD-1 


AAF-3 


Thursday 


HL-6 


TD-1 


AAF-3 


Friday 


HL-6+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 


Saturday 


HL-6 


TD-1 


AAF-3 


Sunday 


HL-6+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 34. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


TD-1 


SH-9 


Tuesday 


AAF-2 


TD-1 


SH-2 


Wednesday 


AAF-2 


TD-1 


SH-9 


Thursday 


AAF-2 


TD-1 


SH-2 


Friday 


AAF-2 


TD-1 


SH-9 


Saturday 


AAF-2 


TD-1 


SH-2 


Sunday 


AAF-2+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


SH-9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 35. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6 


TD-1 


AAF-3 


Tuesday 


HL-6 


TD-1 


AAF-3 


Wednesday 


HL-6 


TD-1 


AAF-3 


Thursday 


HL-6 


TD-1 


AAF-3 


Friday 


HL-6+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 


Saturday 


HL-6 


TD-1 


AAF-3 


Sunday 


HL-6+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 36. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1 


SH-9 


Tuesday 


AAF-2 


MM-1 


SH-2 


Wednesday 


AAF-2+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-9 


Thursday 


AAF-2 


MM-1 


SH-2 


Friday 


AAF-2+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-9 


Saturday 


AAF-2 


MM-1 


SH-2 


Sunday 


AAF-2+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 37. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-2 


MM-1 


AAF-3 


Tuesday 


HL-2 


MM-1 


AAF-3 


Wednesday 


HL-2 


MM-1 


AAF-3 


Thursday 


HL-2 


MM-1 


AAF-3 


Friday 


HL-2 


MM-1 


AAF-3 


Saturday 


HL-2 


MM-1 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 38. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MM-1 SH-9 


Tuesday 


AAF-2 


MM-1 SH-2 


Wednesday 


AAF-2 


MM-1 SH-9 


Thursday 


AAF-2 


MM-1 SH-2 


Friday 


AAF-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-9 


Saturday 


AAF-2 


MM-1 SH-2 


Sunday 


AAF-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 39. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-4 


AAF-3 


Tuesday 


HL-2 


MM-4 


AAF-3 


Wednesday 


HL-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 


Thursday 


HL-2 


MM-4 


AAF-3 


Friday 


HL-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 


Saturday 


HL-2 


MM-4 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 40. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MM-3 SH-9 


Tuesday 


AAF-2 


MM-3 SH-2 


Wednesday 


AAF-2 


MM-3 SH-9 


Thursday 


AAF-2 


MM-3 SH-2 


Friday 


AAF-2 


MM-3 SH-9 


Saturday 


AAF-2 


MM-3 


SH-2 


Sunday 


AAF-2+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


SH-9 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 41. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-2 


AAF-3 


Tuesday 


HL-1 


MM-2 


AAF-3 


Wednesday 


HL-1 


MM-2 


AAF-3 


Thursday 


HL-1 


MM-2 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Saturday 


HL-1 


MM-2 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Start Set-Ill. 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2-WEEK 42. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1 


SH-4 


Tuesday 


AAF-2 


MM-1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Thursday 


AAF-2 


MM-1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Saturday 


AAF-2 


MM-1 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 43. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4 


AAF-3 


Tuesday 


HL-1 


MM-4 


AAF-3 


Wednesday 


HL-1 


MM-4 


AAF-3 


Thursday 


HL-1 


MM-4 


AAF-3 


Friday 


HL-1 


MM-4 


AAF-3 


Saturday 


HL-1 


MM-4 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MM-3 SH-4 


Tuesday 


AAF-2 


MM-3 SH-4 



Davs 


IVTorninp 


Noon Evening 


Wpdnpsda v 


AAF-2 


MM-3 SH-4 


Thursday 


AAF-2 


MM-3 SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 SH-4 


Saturday 


AAF-2 


MM-3 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


SH-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 45. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


No Medicine 


MM-2 


AAF-3 


Tuesday 


No Medicine 


MM-2 


AAF-3 


Wednesday 


BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Thursday 


No Medicine 


MM-2 


AAF-3 


Friday 


BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Saturday 


No Medicine 


MM-2 


AAF-3 


Sunday 


BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 



state Chhattisgarh . SET 2- WEEK 46. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Tuesday 


AAF-2 


MM-1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Thursday 


AAF-2 


MM-1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Saturday 


AAF-2 


MM-1 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 47. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


AAF-3+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


No Medicine 


MM- 
1 


AAr-j 


Wednesday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


AAr-j 


Thursday 


No Medicine 


MM- 
1 


A A T7 1 

AAr-j 


rriaay 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


A A TJ ^1 

AAr-3 


Saturday 


No Medicine 


MM- 
1 


AAF-3 


Sunday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


AAF-3 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Start Set-IV. 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 48. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MM- 
1 


SH-4+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


AAF-2 


MM- 
1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MM- 
1 


SH-4+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Thursday 


AAF-2 


MM- 
1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MM- 
1 


SH-4 


Saturday 


AAF-2 


MM- 
1 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MM- 
1 


SH-4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 49. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


BFC 80 TAD21 (20. ES. UTR. SP. 
TAK-TAK*, DO) 


MM- 
1 


AAF-3+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


No Medicine 


MM- 
1 


AAF-3 


Wednesday 


BFC 80 TAD21 (20. ES. UTR. SP. 
TAK-TAK*, DO) 


MM- 
1 


AAF-3+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Thursday 


No Medicine 


MM- 
1 


AAF-3 


Friday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


AAF-3+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Saturday 


No Medicine 


MM- 
1 


AAF-3 


Sunday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 50. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


Tuesday 


AAF-2 


MM- 
1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


Thursday 


AAF-2 


MM- 
1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


Saturday 


AAF-2 


MM- 
1 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 51. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 




BFC 80 [AD2] (20, ES, 


MM- 1+ BFC 80 [AD2] 


AAF-3+ BFC 80 [AD2] (20, 


Monday 


UTR, SP, TAK-TAK*, 


(20, ES, UTR, SP, TAK- 


ES, UTR, SP, TAK-TAK*, 




DO) 


TAK*, DO) 


DO) 


Tuesday 


No Medicine 


MM-2 


AAF-3 




BFC 80 [AD2] (20, ES, 




AAF-3+ BFC 80 [AD2] (20, 


Wednesday UTR, SP, TAK-TAK*, 


MM-1 


ES, UTR, SP, TAK-TAK*, 




DO) 




DO) 


Thursday 


No Medicine 


MM-2 


AAF-3 




BFC 80 [AD2] (20, ES, 




AAF-3+ BFC 80 [AD2] (20, 


Friday 


UTR, SP, TAK-TAK*, 


MM-1 


ES, UTR, SP, TAK-TAK*, 




DO) 




DO) 


Saturday 


No Medicine 


MM-2 


AAF-3 




BFC 80 [AD2] (20, ES, 




AAF-3+ BFC 80 [AD2] (20, 


Sunday 


UTR, SP, TAK-TAK*, 


MM-1 


ES, UTR, SP, TAK-TAK*, 




DO) 




DO) 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 2- WEEK 52. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-3+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*, DO) 


SH-4+ BFC 80 [AD2] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


Tuesday 


AAF-2 


MM-1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-3 


SH-4+ BFC 80 [AD2] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


Thursday 


AAF-2 


MM-1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-3 


SH-4+ BFC 80 [AD2] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


Saturday 


AAF-2 


MM-1 


SH-4 



AAF-2+ BFC 80 [AD2] 
Sunday (20, ES, UTR, SP, TAR- 
TAR*, DO) 



MM-3+ BFC 80 [AD2] SH-4+ BFC 80 [AD2] (20, 
(20, ES, UTR, SP, TAR- ES, UTR, SP, TAR- 
TAR*, DO) TAR*, DO) 



Recommendations: 

Improvement in patient's condition- Proceed for closing. 

No Improvement-Special attention and schedule are required. 

Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3-WEER 1. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAR-TAR*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3-WEER 2. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Tuesday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Wednesday 


HL-l+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Thursday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Friday 


HL-l+MM-1 


TD-l+MR- 


AAF- 



Days 


Morning 


Noon 


Evening 






1 


5+MM-l 


Saturday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 3. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 2 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 4. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Wednesday 


HL-l+MM-1 


TD-l+MR- 


AAF- 



Days 


Morning 


Noon 


Evening 






1 


5+MM-l 


Thursday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 5. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 6. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Tuesday 


HL-l+MM-1 


PH3+MR-1 


AAF- 







5+MM-l 


w eancSQdy 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


TD-l+MR- AAF- 
1 5+MM-l 


Thursday 


TIT T , A /fA/T T 


A AF- 
5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


TD-l+MR- AAF- 
1 5+MM-l 


Saturday 


HL-l+MM-1 


A AC. 

PH3+MR-1 t 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


TD-l+MR- AAF- 
1 5+MM-l 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 4 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 7. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM4 


Friday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM4 


Saturday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM4 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
1+MM4 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 8. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Tuesday 


HL-2+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Thursday 


HL-2+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Saturday 


HL-2+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 9. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 10. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


ID-l+MK- 

1 


AAr- 

5+MM-l 


Tuesday 


SH-ll+MM-1 


PH3+MR-1 


A AT7 

5+MM-l 


Wednesday 


HL-2+MM-1 


lU-l+MK- 
1 


AAr- 

5+MM-l 


Thursday 


SH-ll+MM-1 


PH3+MR-1 


A A T7 

AAr- 

5+MM-l 


Friday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Saturday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 11. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 7 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 12. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


iviuiiudy 




TD-l+MR- 
1 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Thursday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 13. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 



Days 


Morning Noon 


Evening 


Sunday 


AAF-4+MM-l+BFC80[ADl](10-INTVns-14,ES, 
UTR, SP, TAK-TAK*, DO) 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 14. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 15. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 


AAF- 



Days 


Morning 


Noon 


Evening 






l+MM-4 


1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 16. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 12 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 17. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 


PH- 


AAF- 



Days 


Morning 


Noon 


Evening 




UTR, SP, TAK-TAK*, DO) 


2+MM-4 


1+MM-l 


Thursday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 18. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 19. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Days 


Morning 


Noon 


Evening 


Tuesday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 20. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HC-3+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 21. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


A A TJ A i A TA K 1 

AAr-4+MJVL-l 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Tuesday 


A A TJ A i A l\ A /f 1 

AAr-4+MM-l 


PH- 

l+MM-4 


SH-9+MM- 
1 


Wednesday 


A. A Tj 1 yl i A ^A H 1 

AAr-4+MM- 1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Thursday 


A A T2 A i A yf A T 1 

AAr-4+MM- 1 


PH- 

l+MM-4 


SH-9+MM- 
1 


rriaay 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


SH-9+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 17 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 22. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 23. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

2+MM-4 


SH-9+MM- 
1 


Tuesday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


SH-9+MM- 
1 


Thursday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


SH-9+MM- 
1 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


SH-9+MM- 
1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 24. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 25. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


nil 
In- 

2+MM-4 


4 AC 

A Ar- 

1+MM-l 


Tuesday 


AAF-4+MM-1 


DU 

rn- 

l+MM-4 


c ii Q_i_i\/rA/r 
orl-y+lVllVl- 

1 


Wednesday 


AAF-4+MM-1 


nil 

rn- 

2+MM-4 


4 AC 

A Ar- 

1+MM-l 


Thursday 


AAF-4+MM-1 


nil 
In- 

l+MM-4 


orl-y+lVlM- 
1 


Friday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


SH-9+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 26. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 22 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 27. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


iviuiiudy 


A A P 44-MM 1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-9+MM- 
1 


Wednesday 


AAF-4+MM-1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-9+MM- 
1 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-9+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 28. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Thursday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 



Days 


Morning 


Noon Evening 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- AAF- 
l+MM-3 5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 29. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-9+MM- 
1 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-9+MM- 
1 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-9+MM- 
1 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-9+MM- 
1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 30. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HL-2+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Thursday 


HL-2+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 



Saturday 


HL-2+MM-1 


PH- AAF- 
3+MM-3 5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


TD- AAF- 
l+MM-3 5+MM-l 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 21 . 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 31. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-9+MM- 
1 


Wednesday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-9+MM- 
1 


Friday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-9+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 32. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HL-6+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 



Days 


Morning 


Noon 


Evening 


Thursday 


HL-6+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


HL-6+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 33. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-5+MM- 
1 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-5+MM- 
1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 34. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


SH-ll+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1 


TD- 


AAF- 



Days 


Morning 


Noon 


Evening 






l+MM-3 


5+MM-l 


Thursday 


SH-ll+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


SH-ll+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 35. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 36. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 



Days 


Morning 


Noon 


Evening 


Wednesday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Thursday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 37. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-5+MM- 
1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 38. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HL-l+MM-1 


PH- 


AAF- 



Days 


Morning 


Noon 


Evening 






3+MM-3 


5+MM-l 


Wednesday 


HL-l+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Thursday 


HL-l+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-l+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


HL-l+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 39. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Wednesday 


AAF-4+MM-1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 40. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


PH- 


AAF- 







l+MM-2 5+MM-l 


i uesciay 


tit i , A/TA/r 1 


PH- AAF- 
2+MM-2 5+MM-l 


Wednesday 


TIT T iHTJl T 


PH- AAF- 
l+MM-2 5+MM-l 


i nursaay 


TIT 1 i A/TA/r 1 


PH- AAF- 
2+MM-2 5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- AAF- 
l+MM-2 5+MM-l 


Saturday 


HL-l+MM-1 


PH- AAF- 
2+MM-2 5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- AAF- 
l+MM-2 5+MM-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 41. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Wednesday 


AAF-4+MR-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Friday 


AAF-4+MR-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 



Recommendations: 



Improvement in patient's condition- Continue it. 



No Improvement-Shift to Set-4. 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 42. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MR-1 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Tuesday 


SH-ll+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Wednesday 


HL-1+MR-1+ BFC 80 [AD2] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Thursday 


SH-ll+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Friday 


HL-1+MR-1+ BFC 80 [AD2] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Saturday 


SH-ll+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Sunday 


HL-1+MR-1+ BFC 80 [AD2] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 43. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Wednesday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Friday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


AAF- 
1+MR-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 44. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MR-1 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Tuesday 


HC-3+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Wednesday 


HL-2+MR-1 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Thursday 


HC-3+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Friday 


HL-2+MR-1 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Saturday 


HC-3+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Sunday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 45. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Wednesday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Friday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 46. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MR-1 


In- 

l+MM-2 


A AC 

AAr- 

5+MR-l 


Tuesday 


HL-2+MR-1 


r n- 

2+MM-2 


AAr- 
5+MR-l 


Wednesday 


HL-2+MR-1 


nn 
rn- 

l+MM-2 


A AC 

AAr- 

5+MR-l 


Thursday 


HL-2+MR-1 


nu 
rn- 

2+MM-2 


A AC 

AAr- 

5+MR-l 


Friday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Saturday 


HL-2+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Sunday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 47. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Wednesday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Friday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


AAF- 
1+MR-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 48. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MR-1 


In- 

l+MM-2 


A AC 

AAr- 

5+MR-l 


Tuesday 


HL-2+MR-1 


r n- 

2+MM-2 


AAr- 

5+MR-l 


Wednesday 


rr r o . i\/rn> 1 , I> \?( 1 on r Anil (1 A I X' r r\ '.-»■■ ITC I ,r ri) 
rlL-z+lVlK- 1 + wt ou [AIJZJ 1 VnS-ZU, rLa, U IK, 

SP, TAK-TAK*, DO) 


nn 
rn- 

l+MM-2 


A AC 

AAr- 

5+MR-l 


Thursday 


HL-2+MR-1 


nu 
rn- 

2+MM-2 


A AC 

AAr- 

5+MR-l 


Friday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Saturday 


HL-2+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Sunday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 49. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Wednesday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Friday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (16-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 50. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


No Medicine 


r rl- 1 +M1V1- 

2 


A AC C . \y[n 

AArO+lVlK- 
1 


Tuesday 


No Medicine 


rrl-z+lVllvl- 

2 


AArO+lVlK- 
1 


Wednesday 


No Medicine 


r rl- 1 +MJV1- 

2 


AArO+lVlK- 
1 


Thursday 


No Medicine 


nij 0 i A/fl\/r 
rrl-Z+MlVl- 

2 


A AC C , \/f O 

AAr-j+lVlK- 
1 


Friday 


No Medicine 


PH-l+MM- 

2 


AAF-5+MR- 
1 


Saturday 


No Medicine 


PH-2+MM- 

2 


AAF-5+MR- 
1 


Sunday 


BFC 80 [AD2] (16-INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+MM- 

2 


AAF-5+MR- 
1 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3-WEER 51. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF-l+MR-1 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM-1 


Wednesday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF-l+MR-1 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM-1 


Friday 


AAF-4+MR-1+ BFC 80 [AD1] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


PH- 

2+MM-2 


AAF-1+MR-1+ BFC 80 [AD2] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM-1 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


PH- 

2+MM-2 


AAF-1+MR-1+ BFC 80 [AD2] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 3- WEEK 52. Related Article . Related Ecoport Tables . 



Davs 


lYTorninp 


Noon 


Evptiitip 

m J T \. 11111 V 


Monday 


No Medicine 


PH- 

l+MM-2 


AAF-5+MR-1 


Tuesday 


No Medicine 


rri- 

2+MM-2 


AAF-5+MR-1 


Wednesday 


No Medicine 


rri- 

l+MM-2 


AAF-5+MR-1 


Thursday 


No Medicine 


PH- 

Z+MM-z 


AAF-5+MR-1 


Friday 


BFC 80 [AD2] (16-INTVns-20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


PH- 

l+MM-2 


AAF-5+MR-1+ BFC 80 [AD1] (16- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 


Saturday 


No Medicine 


PH- 

2+MM-2 


AAF-5+MR-1 


Sunday 


BFC 80 [AD2] (16-INTVns-20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


PH- 

l+MM-2 


AAF-5+MR-1+ BFC 80 [AD1] (16- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 



Recommendations: 

Improvement in patient's condition- Proceed for closing. 

No Improvement-Special attention and schedule are required. 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 1. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-l+PH- 
3+TD-l 


No 

Medicine 


Tuesday 


AAF-5 


MR-l+PH- 
3+TD-l 


No 

Medicine 


Wednesday 


AAF-2 


MM-l+PH- 
1+TD-l 


No 

Medicine 


Thursday 


AAF-5 


MR-l+PH- 
1+TD-l 


No 

Medicine 


Friday 


AAF-2 


MM-l+PH- 


No 







2+TD-l 


Medicine 


Saturday 


AAF-5 


MR-l+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (6-INTVns-6, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 2. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MR-l+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-3 


MR-l+PH- 
1+TD-l 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (6-INTVns-6, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-5 


MR-l+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (6-INTVns-6, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 3. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-l+PH- 
3+TD-l 


No 

Medicine 


Tuesday 


AAF-5 


MR-l+PH- 
3+TD-l 


No 

Medicine 


Wednesday 


AAF-2+ BFC 80 [AD3] (6-INTVns-6, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


No 

Medicine 


Thursday 


AAF-5 


MR-l+PH- 


No 



Days 


Morning 


Noon 


Evening 






1+TD-l 


Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (6-INTVns-6, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MR-l+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (6-INTVns-6, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 4. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MR-l+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-3 


MR-l+PH- 
1+TD-l 


AAF-4 


Friday 


HL-4 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-5 


MR-l+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (6-INTVns-8, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 5. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-l+PH- 
3+TD-l 


No 

Medicine 


Tuesday 


AAF-5 


MR-l+PH- 
3+TD-l 


No 

Medicine 


Wednesday 


AAF-2 


MM-l+PH- 
1+TD-l 


No 

Medicine 



Days 


Morning 


Noon 


Evening 


Thursday 


AAF-5 


MR-l+PH- 
1+TD-l 


No 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (6-INTVns-8, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MR-l+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (6-INTVns-8, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 6. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MR-l+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (6-INTVns-8, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-3 


MR-l+PH- 
1+TD-l 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (6-INTVns-8, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-5 


MR-l+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (6-INTVns-8, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 7. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-l+PH- 
3+TD-l 


No 

Medicine 


Tuesday 


AAF-5 


MR-l+PH- 
3+TD-l 


No 

Medicine 


Wednesday 


AAF-2 


MM-l+PH- 


No 



Days 


Morning 


Noon 


Evening 






1+TD-l 


Medicine 


Thursday 


AAF-5 


MR-l+PH- 
1+TD-l 


No 

Medicine 


Friday 


AAF-2 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MR-l+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (6-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 8. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MR-l+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-3 


MR-l+PH- 
1+TD-l 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (6-INTVns-10, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-5 


MR-l+PH- 
2+TD-l 


AAF-4 


Sunday 


HL 7+ BFC 80 [AD3] (6-INTVns-10, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 9. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-l+PH- 
3+TD-l 


No 

Medicine 


Tuesday 


AAF-5 


MR-l+PH- 
3+TD-l 


No 

Medicine 



Days 


Morning 


Noon 


Evening 


Wednesday 


AAF-2+ BFC 80 [AD3] (6-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


No 

Medicine 


Thursday 


AAF-5 


MR-l+PH- 
1+TD-l 


No 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (6-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MR-l+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (6-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 10. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MR-l+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-3 


MR-l+PH- 
1+TD-l 


AAF-4 


Friday 


HL-4 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-5 


MR-l+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (8-INTVns-10, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 11. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-l+PH- 
3+TD-l 


No 

Medicine 


Tuesday 


AAF-5 


MR-l+PH- 


No 



Days 


Morning 


Noon 


Evening 






3+TD-l 


Medicine 


Wednesday 


AAF-2 


MM-l+PH- 
1+TD-l 


No 

Medicine 


Thursday 


AAF-5 


MR-l+PH- 
1+TD-l 


No 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (8-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MR-l+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (8-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 12. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MR-l+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (8-INTVns-10, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-3 


MR-l+PH- 
1+TD-l 


AAF-4 


Friday 


HL 4+ BFC 80 [AD3] (8-INTVns-10, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-5 


MR-l+PH- 
2+TD-l 


AAF-4 


Sunday 


HL 7+ BFC 80 [AD3] (8-INTVns-10, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 13. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-l+PH- 
3+TD-l 


No 

Medicine 



Days 


Morning 


Noon 


Evening 


Tuesday 


AAF-5 


MR-l+PH- 
3+TD-l 


No 

Medicine 


Wednesday 


AAF-2 


MM-l+PH- 
1+TD-l 


No 

Medicine 


Thursday 


AAF-5 


MR-l+PH- 
1+TD-l 


No 

Medicine 


Friday 


AAF-2 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MR-l+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (10-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 14. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MM-3+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6 


MM-4+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-3 


MM-3+PH- 
1+TD-l 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (10-INTVns-10, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-4+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-5 


MM-3+PH- 
2+TD-l 


AAF-4 


Sunday 


HL 7+ BFC 80 [AD3] (10-INTVns-10, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 15. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4+PH- 
3+TD-l 


No 

Medicine 


Tuesday 


AAF-5 


MM-3+PH- 
3+TD-l 


No 

Medicine 


Wednesday 


AAF-2+ BFC 80 [AD3] (10-INTVns-lO, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-4+PH- 
1+TD-l 


No 

Medicine 


Thursday 


AAF-5 


MM-3+PH- 
1+TD-l 


No 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (10-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-4+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-3+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (10-INTVns-lO, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 16. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MM-3+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6 


MM-4+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-3 


MM-3+PH- 
1+TD-l 


AAF-4 


Friday 


HL-4 


MM-4+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-5 


MM-3+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-12, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 17. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


lVlM-4+rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


1V11V1- j +rti- 

3+TD-l 


INO 

Medicine 


Wednesday 


AAF-2 


lVllVl-4+rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MlVl-j+rrl- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-4+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-3+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 18. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MM-3+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (10-INTVns-12, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-4+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-3 


MM-3+PH- 
1+TD-l 


AAF-4 


Friday 


HL 4+ BFC 80 [AD3] (10-INTVns-12, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-4+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-5 


MM-3+PH- 
2+TD-l 


AAF-4 


Sunday 


HL 7+ BFC 80 [AD3] (10-INTVns-12, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 19. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


lVlM-4+rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


1V11V1- j +rti- 

3+TD-l 


INO 

Medicine 


Wednesday 


AAF-2 


MlVl-4+rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MlVl-j+rrl- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2 


MM-4+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-3+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (10-INTVns-14, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 20. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-4+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-3+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9 


MM-4+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-4 


MM-3+PH- 
1+TD-l 


AAF-4 


Friday 


HL-5+ BFC 80 [AD3] (10-INTVns-14, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-4+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-6 


MM-3+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-14, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 21. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


lVlM-4+rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


1V11V1- j +r rl- 

3+TD-l 


Vf„ 

INO 

Medicine 


Wednesday 


AAr-Z+ Mt ou | ALM | ^lU-lJM 1 VnS-14, IL3, U 1 K, 

SP, TAK-TAK*, DO) 


A/TA/r A i DIT 

MlVl-4+rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MlVl-j+rrl- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (10-INTVns-14, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-4+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-3+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (10-INTVns-14, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 22. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-4+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-3+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9 


MM-4+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-4 


MM-3+PH- 
1+TD-l 


AAF-4 


Friday 


HL-5 


MM-4+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-6 


MM-3+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-16, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 23. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MlVl-4+rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


1V11V1- j +rti- 

3+TD-l 


INO 

Medicine 


Wednesday 


AAF-2 


lVllVl-4+rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MlVl-j+rrl- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-4+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-3+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 24. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-4+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-3+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9+ BFC 80 [AD3] (10-INTVns-16, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-4+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-4 


MM-3+PH- 
1+TD-l 


AAF-4 


Friday 


HL-5+ BFC 80 [AD3] (10-INTVns-16, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-4+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-6 


MM-3+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-16, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 25. Related Article . Related Ecoport Tables . 



Davs 


lVIorninp 

1T1U1 lllllil 


Noon 


Evpninp 

M—J T \- 11111 


Monday 


AAF-2 


MM-4+PH- 
3+TD-l 


No 

Medicine 


Tuesday 


AAF-5 


MM-3+PH- 
3+TD-l 


No 

Medicine 


Wednesday 


AAF-2 


MM-4+PH- 
1 +TD-1 


No 

lVTprli f*inp 


Thursday 


AAF-5 


MM-3+PH- 
1+TD-l 


No 

Medicine 


Friday 


AAF-2 


MM-4+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-3+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (10-INTVns-18, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 26. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-4+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-3+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9 


MM-4+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-4 


MM-3+PH- 
1+TD-l 


AAF-4 


Friday 


HL-5+ BFC 80 [AD3] (10-INTVns-18, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-4+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-6 


MM-3+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-18, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 27. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-l+PH- 
3+TD-l 


No 

Medicine 


Tuesday 


AAF-5 


MM-2+PH- 
3+TD-l 


No 

Medicine 


Wednesday 


AAF-2+ BFC 80 [AD3] (10-INTVns-18, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


No 

Medicine 


Thursday 


AAF-5 


MM-2+PH- 
1+TD-l 


No 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (10-INTVns-18, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-2+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (10-INTVns-18, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 28. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-2+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-4 


MM-2+PH- 
1+TD-l 


AAF-4 


Friday 


HL-5 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-6 


MM-2+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 29. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


A/flV/T 1 i DM 

MM - 1 +rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


MM-z+rn- 

3+TD-l 


Vf„ 

INO 

Medicine 


Wednesday 


AAF-2 


MM- 1 +rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MM-Z+rn- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-2+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 30. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-2+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9+ BFC 80 [AD3] (10-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-4 


MM-2+PH- 
1+TD-l 


AAF-4 


Friday 


HL-5+ BFC 80 [AD3] (10-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-6 


MM-2+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 31. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


A/flV/T 1 i DM 

MM - 1 +rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


MM-z+rn- 

3+TD-l 


Vf„ 

INO 

Medicine 


Wednesday 


AAF-2 


MM- 1 +rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MM-Z+rn- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-2+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 32. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-2+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


SH-2 


MM-2+PH- 
1+TD-l 


AAF-4 


Friday 


SH-5+ BFC 80 [AD3] (12-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HC-2 


MM-2+PH- 
2+TD-l 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (12-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 33. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


A/flV/T 1 i DM 

MM - 1 +rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


MM-z+rn- 

3+TD-l 


INO 

Medicine 


Wednesday 


AAr-Z+ Mt ou | ALM | (1Z-IIN 1 VnS-ZU, H/S, U 1 K, 

SP, TAK-TAK*, DO) 


MM- 1 +r\ti- 
1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MM-Z+rtl- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-2+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 34. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-2+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


SH-2 


MM-2+PH- 
1+TD-l 


AAF-4 


Friday 


SH-5 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HC-2 


MM-2+PH- 
2+TD-l 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (14-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 35. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


A/flV/T 1 i DM 

MM - 1 +rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


MM-z+rn- 

3+TD-l 


Vf„ 

INO 

Medicine 


Wednesday 


AAF-2 


MM- 1 +rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MM-Z+rn- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-2+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 36. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-2+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9+ BFC 80 [AD3] (14-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


SH-2 


MM-2+PH- 
1+TD-l 


AAF-4 


Friday 


SH-5+ BFC 80 [AD3] (14-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HC-2 


MM-2+PH- 
2+TD-l 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (14-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 37. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


A/flV/T 1 i DM 

MM - 1 +rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


MM-z+rn- 

3+TD-l 


Vf„ 

INO 

Medicine 


Wednesday 


AAF-2 


MM- 1 +rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MM-Z+rn- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-2+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (16-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 38. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-2+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


SH-2 


MM-2+PH- 
1+TD-l 


AAF-4 


Friday 


SH-5+ BFC 80 [AD3] (16-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HC-2 


MM-2+PH- 
2+TD-l 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (16-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 39. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


A/flV/T 1 i DM 

MM - 1 +rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


MM-z+rn- 

3+TD-l 


Vf„ 

INO 

Medicine 


Wednesday 


AAr-Z+ Mt ou | ALM | ^10-lIN 1 VnS-ZU, H/S, U 1 K, 

SP, TAK-TAK*, DO) 


MM- 1 +rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MM-Z+rn- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (16-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-2+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (16-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 40. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-4+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


SH-2 


MM-4+PH- 
1+TD-l 


AAF-4 


Friday 


SH-5 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HC-2 


MM-4+PH- 
2+TD-l 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (18-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 41. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


A/flV/T 1 i DM 

MM - 1 +rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


MM-4+rn- 

3+TD-l 


Vf„ 

INO 

Medicine 


Wednesday 


AAF-2 


MM- 1 +r ri- 
1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MM-4+rrl- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (18-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-4+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (18-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 42. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


SH-3 


MM-4+PH- 
3+TD-l 


AAF-4 


Wednesday 


SH-9+ BFC 80 [AD3] (18-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


SH-2 


MM-4+PH- 
1+TD-l 


AAF-4 


Friday 


SH-5+ BFC 80 [AD3] (18-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HC-2 


MM-4+PH- 
2+TD-l 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (18-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 43. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


A/flV/T 1 i DM 

MM - 1 +rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


MM-4+rn- 

3+TD-l 


Vf„ 

INO 

Medicine 


Wednesday 


AAF-2 


MM- 1 +rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MM-4+rrl- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-4+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (20-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 44. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MM-4+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-4 


MM-4+PH- 
1+TD-l 


AAF-4 


Friday 


HL-1+ BFC 80 [AD3] (20-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-2 


MM-4+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-6+ BFC 80 [AD3] (20-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 45. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


A/flV/T 1 i DM 

MM - 1 +rrl- 

3+TD-l 


INO 

Medicine 


Tuesday 


AAF-5 


MM-4+rn- 

3+TD-l 


Vf„ 

INO 

Medicine 


Wednesday 


AAr-Z+ Mt ou | ALM | ^ZU-lrVI 1 VnS-ZU, H/S, U 1 K, 

SP, TAK-TAK*, DO) 


MM- 1 +rrl- 

1+TD-l 


INO 

Medicine 


Thursday 


AAF-5 


MM-4+rrl- 

1+TD-l 


INO 

Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (20-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


No 

Medicine 


Saturday 


AAF-5 


MM-4+PH- 
2+TD-l 


No 

Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (20-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


No 

Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 46. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1+ BFC 80 [AD3] (20-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
3+TD-l 


AAF-3 


Tuesday 


HL-2 


MM-4+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL 6+ BFC 80 [AD3] (20-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


AAF-3 


Thursday 


HL-4 


MM-4+PH- 
1+TD-l 


AAF-4 


Friday 


HL 1+ BFC 80 [AD3] (20-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 


Saturday 


HL-2 


MM-4+PH- 
2+TD-l 


AAF-4 


Sunday 


HL 6+ BFC 80 [AD3] (20-INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 47. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 

1 \K , \J\j) 


MM-l+PH- 
3+TD-l 


BFC 80 [AD3] (20-INTVns-20, 
ES, UTR, SP, TAR-TAR*, 


Tuesday 


AAF-5 


MM-4+PH- 
3+TD-l 


No Medicine 


Wednesday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 

1 \ IN. , V\J) 


MM-l+PH- 
1+TD-l 


No Medicine 


Thursday 


AAF-5 


MM-4+PH- 
1+TD-l 


No Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-l+PH- 
2+TD-l 


No Medicine 


Saturday 


AAF-5 


MM-4+PH- 
2+TD-l 


No Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


No Medicine 


No Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4-WEER 48. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAR-TAR*, DO) 


MM-l+PH- 
3+TD-l 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


Tuesday 


HL-2 


MM-4+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAR-TAR*, DO) 


MM-l+PH- 
1+TD-l 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


Thursday 


HL-4 


MM-4+PH- 
1+TD-l 


AAF-4 


Friday 


HL-l+BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAR-TAR*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3 



Saturday 


HL-2 


MM-4+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-6+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 49. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-l+PH- 
3+TD-l 


BFC 80 [AD3] (20-INTVns-20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


Tuesday 


AAF-5 


MM-4+PH- 
3+TD-l 


No Medicine 


Wednesday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-l+PH- 
1+TD-l 


BFC 80 [AD3] (20-INTVns-20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


Thursday 


AAF-5 


MM-4+PH- 
1+TD-l 


No Medicine 


Friday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-l+PH- 
2+TD-l 


BFC 80 [AD3] (20-INTVns-20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


Saturday 


AAF-5 


MM-4+PH- 
2+TD-l 


No Medicine 


Sunday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 


No Medicine 


No Medicine 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 50. Related Article . Related Ecoport Tables . 



Days 


Morning Noon 


Evening 


Monday 


HL-1+ BFC 80 [AD3] (20- 

INT Vns-20, ES, UTR, SP, ™ 

TAK-TAK*, DO) 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 



Tuesday 


HL-2 


MM-4+PH- 
3+TD-l 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
1+TD-l 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 


Thursday 


HL-4 


MM-4+PH- 
1+TD-l 


AAF-4 


Friday 


HL-l+BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH- 
2+TD-l 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 


Saturday 


HL-2 


MM-4+PH- 
2+TD-l 


AAF-4 


Sunday 


HL-6+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


No Medicine 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 51. Related Article . Related Ecoport Tables . 



Days Morning 


Noon 


Evening 


AAF-2+ BFC 80 [AD3] 
Monday (20-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-1+PH-3+TD-1+ BFC 80 
[AD3] (20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday AAF-5 


MM-4+PH-3+TD-1 


No Medicine 


AAF-2+ BFC 80 [AD3] 
Wednesday (20-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-l+PH-l+TD-1 


BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


Thursday AAF-5 


MM-4+PH-1+TD-1 


No Medicine 


AAF-2+ BFC 80 [AD3] 
Friday (20-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


MM-1+PH-2+TD-1 


BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


Saturday AAF-5 


MM-4+PH-2+TD-1 


No Medicine 


AAF-2+ BFC 80 [AD3] 
Sunday (20-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


No Medicine 


BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 



Modified (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for treatment of 
patients having Diabetes with other diseases as suggested by the Traditional Healers of Indian 
state Chhattisgarh . SET 4- WEEK 52. Related Article . Related Ecoport Tables . 



Days Morning 


Noon 


Evening 


HL-l+BFC 80 [AD3] 
Mondav ( 2 0-INTVns-20, ES, 

iviunuo^ TTTD CD TAf T A TT* 

U1K, ar, 1 \K- 1 AK , 
DO) 


MM-1+PH-3+TD-1+ BFC 80 
[AD3] (20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


AAF-3+ BFC 80 [AD3] 
(20-INTVns-20, ES, 

TTTD CD T A IT T A IT* 

U1K, ar, 1 \K- 1 \K , 
DO) 


Tuesday HL-2 


MM-4+PH-3+TD-1 


AAF-4 


HL-6+ BFC 80 [AD3] 

Wednesday (2 °- INTVnS - 20 ' ES ' 

U1K, ar, 1 \K- 1 \K , 

DO) 


MM-l+PH-l+TD-1 


AAF-3+ BFC 80 [AD3] 
(20-INTVns-20, ES, 

TTT'D CD TAT/" TAT/"* 

U1K, ar, 1 \K- 1 \K , 

DO) 


Thursday HL-4 


MM-4+PH-1+TD-1 


AAF-4 


HL-l+BFC 80 [AD3] 
. , (20-INTVns-20, ES, 
Y UTR, SP, TAK-TAK*, 
DO) 


MM-1+PH-2+TD-1 


AAF-3+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


Saturday HL-2 


MM-4+PH-2+TD-1 


AAF-4 


HL-6+ BFC 80 [AD3] 
Sunday (20-INTVns-20, ES, 

y UTR, SP, TAK-TAK*, 
DO) 


BFC 80 [AD3] (20-INTVns- 
20, ES, UTR, SP, TAK- 
TAK*, DO) 


AAF-3+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 



Modified Version No.l (From CGBD) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 1. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


PH-3 


SH-9 


Tuesday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


HL-1 


PH-3 


SH-9 


Thursday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


HL-1 


PH-3 


SH-9 


Saturday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


HL-1+ BFC 80 [AD1] (1, ES, 
UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 2. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


PH-3 


SH-3 


Tuesday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


HL-1 


PH-3 


SH-3 


Thursday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


HL-1+ BFC 80 [AD1] (1, ES, 
UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-3 


Saturday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


HL-1+ BFC 80 [AD1] (1, ES, 
UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 3. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


PH-3 


SH-4 


Tuesday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


HL-1+ BFC 80 [AD1] (1, ES, 
UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-4 


Thursday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


HL-1+ BFC 80 [AD1] (1, ES, 
UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-4 


Saturday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


HL-1+ BFC 80 [AD1] (1, ES, 
UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-4 



Recommendations: 



Improvement in patient's condition- Continue it. 



No Improvement-Repeat from Week 2 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 4. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+SH-2 


PH-l+PH-3 


SH-3+SH-9 


Tuesday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


HL-l+SH-2 


PH-l+PH-3 


SH-3+SH-9 


Thursday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


HL-l+SH-2 


PH-l+PH-3 


SH-3+SH-9 


Saturday 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


HL-1+SH-2+ BFC 80 [AD1] (2, 
ES, UTR, SP, TAK-TAK*, DO) 


PH-l+PH-3 


SH-3+SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 5. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Tuesday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Wednesday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Thursday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Friday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAK- 
TAK*, DO) 


PH-l+PH- 

3 


SH-3+SH- 
9 


Saturday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Sunday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAK- 
TAK*, DO) 


PH-l+PH- 

3 


SH-3+SH- 
9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 6. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Tuesday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Wednesday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+PH- 

3 


SH-3+SH- 
9 


Thursday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Friday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+PH- 

3 


SH-3+SH- 
9 


Saturday 


HL-l+SH-2 


PH-l+PH- 

3 


SH-3+SH- 
9 


Sunday 


HL-1+SH-2+ BFC 80 [AD1] (2, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+PH- 

3 


SH-3+SH- 
9 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from week 4 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEER 7. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HT-1 


PH-3 


HL-1 


Tuesday 


HT-1 


PH-3 


HL-1 


Wednesday 


HT-1 


PH-3 


HL-1 


Thursday 


HT-1 


PH-3 


HL-1 


Friday 


HT-1 


PH-3 


HL-1 


Saturday 


HT-1 


PH-3 


HL-1 


Sunday 


HT-1+ BFC 80 [AD1] (3, ES, UTR, SP, TAR-TAR*, DO) 


PH-3 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 8. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-4 


PH-3 


HL-1 


Tuesday 


HL-4 


PH-3 


HL-1 


Wednesday 


HL-4 


PH-3 


HL-1 


Thursday 


HL-4 


PH-3 


HL-1 


Friday 


HL-4+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


HL-1 


Saturday 


HL-4 


PH-3 


HL-1 


Sunday 


HL-4+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 1-WEEK 9. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-1 


PH-3+MR-1 HC-1 


Tuesday 


HL-1 


PH-3+MR-1 HC-1 


Wednesday 


HL-1+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3+MR-1 HC-1 


Thursday 


HL-1 


PH-3+MR-1 HC-1 


Friday 


HL-1+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3+MR-1 HC-1 


Saturday 


HL-1 


PH-3+MR-1 HC-1 


Sunday 


HL-1+ BFC 80 [AD1] (3, ES, UTR, SP, TAK-TAK*, DO) 


PH-3+MR-1 HC-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 1-WEEK 10. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HE-1 


PH-3+TD-1 HC-1 


Tuesday 


HE-1 


PH-3+TD-1 HC-1 


Wednesday 


HE-1 


PH-3+TD-1 HC-1 


Thursday 


HE-1 


PH-3+TD-1 HC-1 


Friday 


HE-1 


PH-3+TD-1 HC-1 


Saturday 


HE-1 


PH-3+TD-1 


HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


PH-3+TD-1 


HC-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 11. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


MM-1 


SH-10 


Tuesday 


HE-1 


MM-1 


SH-10 


Wednesday 


HE-1 


MM-1 


SH-10 


Thursday 


HE-1 


MM-1 


SH-10 


Friday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-10 


Saturday 


HE-1 


MM-1 


SH-10 


Sunday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-10 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from week 7 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 1-WEEK 12. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HE-1 


MM-l+TD-1 


SH-10 


Tuesday 


HE-1 


MM-l+TD-1 


SH-10 


Wednesday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-l+TD-1 


SH-10 


Thursday 


HE-1 


MM-l+TD-1 


SH-10 


Friday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-l+TD-1 


SH-10 


Saturday 


HE-1 


MM-l+TD-1 


SH-10 


Sunday 


HE-1+ BFC 80 [AD1] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-l+TD-1 


SH-10 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh. SET 1-WEEK 13. Related Article. Related Ecoport Tables. 



Days 


Morning 


Noon Evening 


Monday 


HL-5 


MM-1 HC-1 


Tuesday 


HL-5 


MM-1 HC-1 



T)avs 


Mornins? 


Noon Evening 


Wpdnpsda v 


HL-5 


MM-1 HC-1 


Thursday 


HL-5 


MM-1 HC-1 


Friday 


HL-5 


MM-1 HC-1 


Saturday 


HL-5 


MM-1 HC-1 


Sunday 


HL-5+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 HC-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon 


Evening 


Monday 


HL-4 


PH-1 


HC-2 


Tuesday 


HL-4 


PH-2 


HC-2 


Wednesday 


HL-4 


PH-1 


HC-2 


Thursday 


HL-4 


PH-2 


HC-2 


Friday 


HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


PH-1 


HC-2 


Saturday 


HL-4 


PH-2 


HC-2 


Sunday 


HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


PH-1 


HC-2 
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Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 15. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-4 


PH-1 


HC-1 


Tuesday 


HL-4 


PH-2 


HC-1 


Wednesday 


HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


PH-1 


HC-1 


Thursday 


HL-4 


PH-2 


HC-1 


Friday 


HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


PH-1 


HC-1 


Saturday 


HL-4 


PH-2 


HC-1 


Sunday 


HL-4+ BFC 80 [AD1] (5, ES, UTR, SP, TAK-TAK*, DO) 


PH-1 


HC-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 16. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-4 


PH-2 


SH-5 


Tuesday 


HL-4 


PH-1 


SH-5 


Wednesday 


HL-4 


PH-2 


SH-5 


Thursday 


HL-4 


PH-1 


SH-5 


Friday 


HL-4 


PH-2 


SH-5 


Saturday 


HL-4 


PH-1 


SH-5 


Sunday 


HL-4+ BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-2 


SH-5 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from week 12 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon 


Evening 


Monday 


SBT-1 


PH-3 


SH-5 


Tuesday 


SBT-1 


PH-3 


SH-5 


Wednesday 


SBT-1 


PH-3 


SH-5 


Thursday 


SBT-1 


PH-3 


SH-5 


Friday 


SBT-1 + BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-5 


Saturday 


SBT-1 


PH-3 


SH-5 


Sunday 


SBT-1 + BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-5 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh. SET 1-WEEK 18. Related Article. Related Ecoport Tables. 



Days 


Morning 


Noon 


Evening 


Monday 


SBT-1 


PH-3 


SH-9 


Tuesday 


SBT-1 


PH-3 


SH-9 


Wednesday SBT-1+ BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 


SH-9 





lVf nrninp 

J.Y XU1 1111111 


Noon KvpnifiP 


Thursday 


SBT-1 


PH-3 SH-9 


Friday 


SBT-1 + BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 SH-9 


Saturday 


SBT-1 


PH-3 SH-9 


Sunday 


SBT-1 + BFC 80 [AD1] (6, ES, UTR, SP, TAK-TAK*, DO) 


PH-3 SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon 


Evening 


Monday 


HL-3 


MM-1 


SH-9 


Tuesday 


HL-3 


MM-1 


SH-9 


Wednesday 


HL-3 


MM-1 


SH-9 


Thursday 


HL-3 


MM-1 


SH-9 


Friday 


HL-3 


MM-1 


SH-9 


Saturday 


HL-3 


MM-1 


SH-9 


Sunday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


MM-1 


SH-4 


Tuesday 


HL-3 


MM-1 


SH-4 


Wednesday 


HL-3 


MM-1 


SH-4 


Thursday 


HL-3 


MM-1 


SH-4 


Friday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Saturday 


HL-3 


MM-1 


SH-4 


Sunday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 21. Related Article . Related Ecoport Tables . 



Days 



Morning 



Noon Evening 



Monday 


ill i 

HL-3 


ri \ 1 

1U-1 


CTU A 


1 uesday 


TUT 

HL-3 


MK-1 


CTU A 


Wednesday 


TUT 0 , DFr OA r A I \ I 1 /m "CO I * r K 1) CTT T 1 A 17" T A TZ :!: I W "\ \ 

HL-3+ Br C oU |AD1J (7, iLb, U 1 K, al*, 1 AK- 1 AK ¥ , DU) 


IIA 1 

1U-1 


CTU A 


Thursday 


HL-3 


MR-1 


SH-4 


Friday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


SH-4 


Saturday 


HL-3 


MR-1 


SH-4 


Sunday 


HL-3+ BFC 80 [AD1] (7, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


SH-4 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 17 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MR-1 


SH-4 


Tuesday 


HL-1 


TD-1 


SH-4 


Wednesday 


HL-1 


MR-1 


SH-4 


Thursday 


HL-1 


TD-1 


SH-4 


Friday 


HL-1 


MR-1 


SH-4 


Saturday 


HL-1 


TD-1 


SH-4 


Sunday 


HL-1+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon Evening 


Monday 


HL-1 


TD-1 SH-2 


Tuesday 


HL-1 


MR-1 SH-2 


Wednesday 


HL-1 


TD-1 SH-2 


Thursday 


HL-1 


MR-1 SH-2 


Friday 


HL-1+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 SH-2 


Saturday 


HL-1 


MR-1 SH-2 


Sunday 


HL-1+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 SH-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon Evening 


Monday 


HL-2 


MM-1 HC-1 


Tuesday 


HL-2 


MM-1 HC-1 


Wednesday 


HL-2+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 HC-1 


Thursday 


HL-2 


MM-1 HC-1 


Friday 


HL-2+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 HC-1 


Saturday 


HL-2 


MM-1 


HC-1 


Sunday 


HL-2+ BFC 80 [AD1] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HC-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon Evening 


Monday 


HL-2 


MM-1 SH-1 


Tuesday 


HL-2 


MM-1 SH-1 


Wednesday 


HL-2 


MM-1 SH-1 


Thursday 


HL-2 


MM-1 SH-1 


Friday 


HL-2 


MM-1 SH-1 


Saturday 


HL-2 


MM-1 SH-1 


Sunday 


HL-2+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 26. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-1 


HC-1 


Tuesday 


HL-2 


MM-1 


HC-1 


Wednesday 


HL-2 


MM-1 


HC-1 


Thursday 


HL-2 


MM-1 HC-1 


Friday 


HL-2+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HC-1 


Saturday 


HL-2 


MM-1 


HC-1 



Sunday HL-2+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) MM-1 HC-1 
Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 22 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


WF-2 


HC-1 


Tuesday 


HE-1 


WF-4 


HC-1 


Wednesday 


HE-1+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


WF-2 


HC-1 


Thursday 


HE-1 


WF-4 


HC-1 


Friday 


HE-1+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


WF-2 


HC-1 


Saturday 


HE-1 


WF-4 


HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (9, ES, UTR, SP, TAK-TAK*, DO) 


WF-2 


HC-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 28. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


WF-1 HC-1 


Tuesday 


HE-1 


WF-3 HC-1 


Wednesday 


HE-1 


WF-1 HC-1 


Thursday 


HE-1 


WF-3 HC-1 


Friday 


HE-1 


WF-1 HC-1 


Saturday 


HE-1 


WF-3 HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


WF-1 HC-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 29. Related Article . Related Ecoport Tables . 

Days Morning Noon Evening 



Davs 


lVTorninp 

1.Y A. 1111141 


Noon Evening 


Monday 


HE-1 


WF-4 HC-1 


Tuesdav 


HE-1 


WF-2 HC-1 


Wednesday 


HE-1 


WF-4 HC-1 


Thursday 


HE-1 


WF-2 HC-1 


Friday 


HE-1+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


WF-4 HC-1 


Saturday 


HE-1 


WF-2 HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


WF-4 HC-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 30. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 


Sunday 


HL-3+ BFC 80 [AD1] (10, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Shift to Set II. 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 31. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HT-1 


HL-1 SH-9 


Tuesday 


HT-1 


HL-1 SH-9 


Wednesday 


HT-1 


HL-1 SH-9 


Thursday 


HT-1 


HL-1 SH-9 


Friday 


HT-1 


HL-1 


SH-9 


Saturday 


HT-1 


HL-1 


SH-9 



Days Morning Noon Evening 

Sunday HT-1+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) HL-1 SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 32. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-2 


HL-1 SH-9 


Tuesday 


HL-2 


HL-1 


SH-9 


Wednesday 


HL-2 


HL-1 


SH-9 


Thursday 


HL-2 


HL-1 


SH-9 


Friday 


HL-2+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


SH-9 


Saturday 


HL-2 


HL-1 


SH-9 


Sunday 


HL-2+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 


Sunday 


HL-3+ BFC 80 [AD1] (12, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 1-WEEK 34. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-1 


HL-1 


SH-5 


Tuesday 


AAF-1 


HL-1 


SH-5 


Wednesday 


AAF-1 


HL-1 SH-5 


Thursday 


AAF-1 


HL-1 SH-5 



Days 


Morning 


Noon Evening 


Friday 


AAF-1 


HL-1 SH-5 


Saturday 


AAF-1 


HL-1 SH-5 


Sunday 


AAF-1 + BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 SH-5 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon 


Evening 


Monday 


HE-1 


HL-1 


HL-4 


Tuesday 


HE-1 


HL-1 


HL-4 


Wednesday 


HE-1 


HL-1 


HL-4 


Thursday 


HE-1 


HL-1 


HL-4 


Friday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-4 


Saturday 


HE-1 


HL-1 


HL-4 


Sunday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


HL-1 


HC-1 


Tuesday 


HE-1 


HL-1 


HC-1 


Wednesday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HC-1 


Thursday 


HE-1 


HL-1 


HC-1 


Friday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HC-1 


Saturday 


HE-1 


HL-1 


HC-1 


Sunday 


HE-1+ BFC 80 [AD1] (14, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HC-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 37. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HE-1 


HL-1 


HL-4 


Tuesday 


HE-1 


HL-1 


HL-4 



Davs 


lVTorninp 

1.Y A. 1111141 


Noon Evening 


Wednesday 


HE-1 


HL-1 


HL-4 


Thursday 


HE-1 


HL-1 


HL-4 


Friday 


HE-1 


HL-1 


HL-4 


Saturday 


HE-1 


HL-1 


HL-4 


Sunday 


HE-1+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon 


Evening 


Monday 


HL-3 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 


Sunday 


HL-3+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 1-WEEK 39. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-6 


MM-1 


HL-4 


Tuesday 


SH-6 


MM-1 


HL-4 


Wednesday 


SH-6+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-4 


Thursday 


SH-6 


MM-1 


HL-4 


Friday 


SH-6+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-4 


Saturday 


SH-6 


MM-1 


HL-4 


Sunday 


SH-6+ BFC 80 [AD1] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 40. Related Article . Related Ecoport Tables . 
Days Morning Noon Evening 



Davs 


IVTorninp 


Noon 


Evening 


Monday 


SH-7 


MM-1 


HL-4 


Tuesdav 


SH-7 


MM-1 


HL-4 


Wednesday 


SH-7 


MM-1 


HL-4 


Thursday 


SH-7 


MM-1 


HL-4 


Friday 


SH-7 


MM-1 


HL-4 


Saturday 


SH-7 


MM-1 


HL-4 


Sunday 


SH-7+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 1-WEEK 41. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-6 


MM-1 


HL-2 


Tuesday 


SH-6 


MM-1 


HL-2 


Wednesday 


SH-6 


MM-1 


HL-2 


Thursday 


SH-6 


MM-1 


HL-2 


Friday 


SH-6+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 


Saturday 


SH-6 


MM-1 


HL-2 


Sunday 


SH-6+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Shift to Set III. 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 


Sunday 


HL-3+ BFC 80 [AD1] (18, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon 


Evening 


Monday 


HL-7 


HL-6 


HL-1 


Tuesday 


HL-7 


HL-6 


HL-1 


Wednesday 


HL-7 


HL-6 


HL-1 


Thursday 


HL-7 


HL-6 


HL-1 


Friday 


HL-7 


HL-6 


HL-1 


Saturday 


HL-7 


HL-6 


HL-1 


Sunday 


HL-7+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-6 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 44. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-3 


HL-2 


HL-1 


Tuesday 


HL-3 


HL-2 


HL-1 


Wednesday 


HL-3 


HL-2 


HL-1 


Thursday 


HL-3 


HL-2 


HL-1 


Friday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-2 


HL-1 


Saturday 


HL-3 


HL-2 


HL-1 


Sunday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-2 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 45. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


SH-8 


SH-3 


HL-1 


Tuesday 


SH-8 


SH-3 


HL-1 


Wednesday 


SH-8+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) SH-3 


HL-1 


Thursday 


SH-8 


SH-3 


HL-1 


Friday 


SH-8+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


SH-3 


HL-1 


Saturday 


SH-8 


SH-3 


HL-1 


Sunday 


SH-8+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) SH-3 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon 


Evening 


Monday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Tuesday 


HL-3 


HL-1 


HL-2 


Wednesday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Thursday 


HL-3 


HL-1 


HL-2 


Friday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 


Saturday 


HL-3 


HL-1 


HL-2 


Sunday 


HL-3+ BFC 80 [AD1] (20, ES, UTR, SP, TAK-TAK*, DO) 


HL-1 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 47. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


SH-2 


HL-6 


HL-1 


Wednesday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1 


Thursday 


SH-2 


HL-6 


HL-1 


Friday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1 


Saturday 


SH-2 


HL-6 


HL-1 


Sunday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 48. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-2 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


HL-1 


HL-2 


HL-1 


Wednesday 


HL-1+ BFC 80 [AD11 (20, ES, UTR, 


HL-2 


HL-1+ BFC 80 TADll (20, ES, UTR, 





SP, TAK-TAK*, DO) 




SP, TAK-TAK*, DO) 


Thursday 


HL-1 


HL-2 


HL-1 


Friday 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-2 


HL-1 


Saturday 


HL-1 


HL-2 


HL-1 


Sunday 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-2 


HL-1 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Shift to Set IV. 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 49. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


SH-2 


HL-6 


HL-1 


Wednesday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Thursday 


SH-2 


HL-6 


HL-1 


Friday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Saturday 


SH-2 


HL-6 


HL-1 


Sunday 


SH-2+ BFC 80 [AD1] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


HL-6 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 50. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


Tuesday 


HL-1 


BFC (Traditional 
Healer-S-CP-+200B) 


HL-1 



Days 


Morning 


Noon 


Evening 


Wednesday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


Thursday 


HL-1 


BFC (Traditional 
Healer-S-CP-+200B) 


HL-1 


Friday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


Saturday 


HL-1 


BFC (Traditional 
Healer-S-CP-+200B) 


HL-1 


Sunday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK-TAK*, 
DO) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 51. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+ BFC 80 [AD1] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


BFC 80 [AD1] (20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


Tuesday 


HL-2 


BFC (Traditional Healer- 
S-CP-+200B) 


HL-1 


Wednesday 


HL-2+ BFC 80 [AD1] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional Healer- 
S-CP-+200B) 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


Thursday 


HL-2 


BFC (Traditional Healer- 
S-CP-+200B) 


HL-1 


Friday 


HL-2+ BFC 80 [AD1] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional Healer- 
S-CP-+200B) 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


Saturday 


HL-2 


BFC (Traditional Healer- 
S-CP-+200B) 


HL-1 


Sunday 


HL-2+ BFC 80 [AD1] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional Healer- 
S-CP-+200B) 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 1-WEEK 52. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-l+BFC 80 [AD1] (20, 

I7C TTTD CD r K 4 AS 

U 1 K, ar, 1 A K- 

TAK*, DO) 


BFC 80 [AD1] (20, ES, BFC 80 [AD1] (20, ES, 

TTTD CD T 4 AS 'V 4 AS :!: TT r PD CD r l" 4 AS 'V 4 AS :'s 

U1K, ar, lAJV-lArv , UlK,ar, 1 AJV-1 AK*, 
DO) DO) 


Tuesday 


HL-1 


BFC (Traditional Healer- BFC (Traditional Healer- 
o-L-r-+Z(J(JD) o-Cr-+zUUr>) 


Wednesday 


HL-l+BFC 80 [AD1] (20, 

re TTTD CTI T*F 

Ea, L) 1 K, SP, 1 AK- 
TAR*, DO) 


BFC 80 [AD1] (20, ES, BFC 80 [AD1] (20, ES, 

TTTD CD T A 17" T A AS :': TTTD CD T A AS T A AS 

U1K, ar, lArv-lArv*, U1K, Sr, 1AK-IAK*, 
DO) DO) 


Thursday 


HL-1 


BFC (Traditional Healer- BFC (Traditional Healer- 
b-L-r-+zUUr>) b-Cr-+zUUr5) 


Friday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAR- 
TAR*, DO) 


... 1TJ BFC 80 [AD1] (20, ES, 
BFC (Traditional Healer- tatt* 
S -CP -+200B) ™' SP ' TAR-TAR , 


Saturday 


HL-1 


BFC (Traditional Healer- BFC (Traditional Healer- 
S-CP-+200B) S-CP-+200B) 


Sunday 


HL-l+BFC 80 [AD1] (20, 
ES, UTR, SP, TAR- 
TAR*, DO) 


1TJ BFC 80 [AD1] (20, ES, 
BFC (Traditional Healer- T AK* 
S -CP -+200B) ™' SP ' TAR-TAR , 



Recommendations: 



Improvement in patient's condition- Proceed for closing. 

No Improvement-Special attention and schedule are required. 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEER 1. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1 


AAF-3 


Tuesday 


HL-1 


MM-1 


AAF-3 


Wednesday 


HL-1 


MM-1 


AAF-3 


Thursday 


HL-1 


MM-1 


AAF-3 


Friday 


HL-1 


MM-1 


AAF-3 


Saturday 


HL-1 


MM-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (1, ES, UTR, SP, TAR-TAR*, DO) 


MM-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 2. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MM-1 


HL-1 


Tuesday 


AAF-2 


MM-1 


HL-1 


Wednesday AAF-2 


MM-1 


HL-1 


Thursday 


AAF-2 


MM-1 


HL-1 


Friday 


AAF-2+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-1 


Saturday 


AAF-2 


MM-1 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-1 
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Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 3. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-1 


MM-1 


AAF-3 


Tuesday 


HL-1 


MM-1 


AAF-3 


Wednesday 


HL-1+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 


Thursday 


HL-1 


MM-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 


Saturday 


HL-1 


MM-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (1, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 2 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 4. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MR-1 


HL-1 


Tuesday 


AAF-2 


TD-1 


HL-1 


Wednesday AAF-2 


MR-1 


HL-1 


Thursday 


AAF-2 


TD-1 


HL-1 


Friday 


AAF-2 


MR-1 


HL-1 


Saturday 


AAF-2 


TD-1 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2- WEEK 5. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-1 


TD-1 


AAF-3 


Tuesday 


HL-1 


MR-1 


AAF-3 


Wednesday 


HL-1 


TD-1 


AAF-3 


Thursday 


HL-1 


MR-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 


Saturday 


HL-1 


MR-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 6. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MR-1 


HL-1 


Tuesday 


AAF-2 


TD-1 


HL-1 


Wednesday 


AAF-2+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-1 


Thursday 


AAF-2 


TD-1 


HL-1 


Friday 


AAF-2+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-1 


Saturday 


AAF-2 


TD-1 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (2, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-1 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 4 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 7. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-1 


MM-1 


AAF-3 


Tuesday 


HL-1 


MM-1 


AAF-3 


Wednesday 


HL-1 


MM-1 


AAF-3 


Thursday 


HL-1 


MM-1 


AAF-3 


Friday 


HL-1 


MM-1 


AAF-3 


Saturday 


HL-1 


MM-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 8. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-2 


HL-1 


Tuesday 


AAF-2 


MM-2 


HL-1 


Wednesday 


AAF-2 


MM-2 


HL-1 


Thursday 


AAF-2 


MM-2 


HL-1 


Friday 


AAF-2+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-1 


Saturday 


AAF-2 


MM-2 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 9. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4 


AAF-3 


Tuesday 


HL-1 


MM-4 


AAF-3 


Wednesday 


HL-1+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Davs 


IVTomins? 


Noon Evening 


Thursday 


HL-1 


MM-4 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 


Saturday 


HL-1 


MM-4 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (3, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 10. Related Article . Related Ecoport Tables . 



Days Morning 


Noon Evening 


Monday AAF-2 


MM-3 


HL-1 


Tuesday AAF-2 


MM-3 


HL-1 


Wednesday AAF-2 


MM-3 


HL-1 


Thursday AAF-2 


MM-3 


HL-1 


Friday AAF-2 


MM-3 


HL-1 


Saturday AAF-2 


MM-3 


HL-1 


Sunday AAF-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2- WEEK 11. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-1 


AAF-3 


Tuesday 


HL-2 


MM-1 


AAF-3 


Wednesday 


HL-2 


MM-1 


AAF-3 


Thursday 


HL-2 


MM-1 


AAF-3 


Friday 


HL-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 


Saturday 


HL-2 


MM-1 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 7 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 12. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-2 


HL-2 


Tuesday 


AAF-2 


MM-2 


HL-2 


Wednesday 


AAF-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 


Thursday 


AAF-2 


MM-2 


HL-2 


Friday 


AAF-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 


Saturday 


AAF-2 


MM-2 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (4, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 13. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-2 


MM-4 


AAF-3 


Tuesday 


HL-2 


MM-4 


AAF-3 


Wednesday 


HL-2 


MM-4 


AAF-3 


Thursday 


HL-2 


MM-4 


AAF-3 


Friday 


HL-2 


MM-4 


AAF-3 


Saturday 


HL-2 


MM-4 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 14. Related Article . Related Ecoport Tables . 



Noon Evening 

MM-3 HL-2 



Morning 



Days 

Monday AAF-2 



Tuesday 


AAF-2 


TV >TI\ ft O 

MM-j 


III r\ 

HL-z 


Wednesday AAF-2 


TV >TT\ ft O 

MM-j 


III r\ 

HL-2 


Thursday 


AAF-2 


MM-3 


HL-2 


Friday 


AAF-2+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-2 


Saturday 


AAF-2 


MM-3 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2- WEEK 15. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MR-1 


AAF-3 


Tuesday 


HL-1 


MR-1 


AAF-3 


Wednesday 


HL-1+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 


Thursday 


HL-1 


MR-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 


Saturday 


HL-1 


MR-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (5, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 16. Related Article . Related Ecoport Tables . 



Days Morning 


Noon Evening 


Monday AAF-2 


MM-1 


HL-1 


Tuesday AAF-2 


MM-1 


HL-1 


Wednesday AAF-2 


MM-1 


HL-1 


Thursday AAF-2 


MM-1 


HL-1 


Friday AAF-2 


MM-1 


HL-1 


Saturday AAF-2 


MM-1 


HL-1 


Sunday AAF-2+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-1 



Recommendations: 



Improvement in patient's condition- Continue it. 



No Improvement-Repeat from Week 12 , 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 17. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-1 


MM-1 


AAF-3 


Tuesday 


HL-1 


MM-1 


AAF-3 


Wednesday 


HL-1 


MM-1 


AAF-3 


Thursday 


HL-1 


MM-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 


Saturday 


HL-1 


MM-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 18. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MM-1 


HL-2 


Tuesday 


AAF-2 


MM-1 


HL-2 


Wednesday AAF-2+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 


Thursday 


AAF-2 


MM-1 


HL-2 


Friday 


AAF-2+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 


Saturday 


AAF-2 


MM-1 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (6, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 19. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-2 


MM-2 


AAF-3 


Tuesday 


HL-2 


MM-2 


AAF-3 


Wednesday 


HL-2 


MM-2 


AAF-3 


Thursday 


HL-2 


MM-2 


AAF-3 



Friday 

Saturday 

Sunday 



HL-2 MM-2 AAF-3 

HL-2 MM-2 AAF-3 

HL-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) MM-2 AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 20. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-2 


HL-2 


Tuesday 


AAF-2 


MM-2 


HL-2 


Wednesday 


AAF-2 


MM-2 


HL-2 


Thursday 


AAF-2 


MM-2 


HL-2 


Friday 


AAF-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 


Saturday 


AAF-2 


MM-2 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 21. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-2 


AAF-3 


Tuesday 


HL-2 


MM-2 


AAF-3 


Wednesday 


HL-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Thursday 


HL-2 


MM-2 


AAF-3 


Friday 


HL-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Saturday 


HL-2 


MM-2 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (7, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 17 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 22. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4 


HL-2 


Tuesday 


AAF-2 


MM-4 


HL-2 


Wednesday 


AAF-2 


MM-4 


HL-2 


Thursday 


AAF-2 


MM-4 


HL-2 


Friday 


AAF-2 


MM-4 


HL-2 


Saturday 


AAF-2 


MM-4 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 23. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-2 


MM-4 


AAF-3 


Tuesday 


HL-2 


MM-4 


AAF-3 


Wednesday 


HL-2 


MM-4 


AAF-3 


Thursday 


HL-2 


MM-4 


AAF-3 


Friday 


HL-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 


Saturday 


HL-2 


MM-4 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 24. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MM-4 


HL-1 


Tuesday 


AAF-2 


MM-4 


HL-1 


Wednesday 


AAF-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


HL-1 


Thursday 


AAF-2 


MM-4 


HL-1 


Friday 


AAF-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


HL-1 


Saturday 


AAF-2 


MM-4 


HL-1 


Sunday 


AAF-2+ BFC 80 [AD2] (8, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


HL-1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2- WEEK 25. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-1 


MM-3 


AAF-3 


Tuesday 


HL-1 


MM-3 


AAF-3 


Wednesday 


HL-1 


MM-3 


AAF-3 


Thursday 


HL-1 


MM-3 


AAF-3 


Friday 


HL-1 


MM-3 


AAF-3 


Saturday 


HL-1 


MM-3 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 26. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-3 


HL-6 


Tuesday 


AAF-2 


MM-3 


HL-6 


Wednesday 


AAF-2 


MM-3 


HL-6 


Thursday 


AAF-2 


MM-3 


HL-6 


Friday 


AAF-2+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-6 


Saturday 


AAF-2 


MM-3 


HL-6 


Sunday 


AAF-2+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


HL-6 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 22 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 27. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6 


MM-3 


AAF-3 


Tuesday 


HL-6 


MM-3 


AAF-3 


Wednesday 


HL-6+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


AAF-3 





lVTorniiiP 


Noon Evening 


Thursday 


HL-6 


MM-3 


AAF-3 


Friday 


HL-6+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


AAF-3 


Saturday 


HL-6 


MM-3 


AAF-3 


Sunday 


HL-6+ BFC 80 [AD2] (9, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 28. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MR-1 


HL-2 


Tuesday 


AAF-2 


MR-1 


HL-2 


Wednesday 


AAF-2 


MR-1 


HL-2 


Thursday 


AAF-2 


MR-1 


HL-2 


Friday 


AAF-2 


MR-1 


HL-2 


Saturday 


AAF-2 


MR-1 


HL-2 


Sunday 


AAF-2+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-2 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 29. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MR-1 


AAF-3 


Tuesday 


HL-1 


MR-1 


AAF-3 


Wednesday 


HL-1 


MR-1 


AAF-3 


Thursday 


HL-1 


MR-1 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 


Saturday 


HL-1 


MR-1 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 30. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MR-1 HL-6 



Days 


Morning 


Noon Evening 


Tuesday 


AAF-2 


MR-1 


HL-6 


Wednesday AAF-2+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-6 


Thursday 


AAF-2 


MR-1 


HL-6 


Friday 


AAF-2+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-6 


Saturday 


AAF-2 


MR-1 


HL-6 


Sunday 


AAF-2+ BFC 80 [AD2] (10, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


HL-6 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 31. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6 


MR-1 


AAF-3 


Tuesday 


HL-6 


MR-1 


AAF-3 


Wednesday 


HL-6 


MR-1 


AAF-3 


Thursday 


HL-6 


MR-1 


AAF-3 


Friday 


HL-6 


MR-1 


AAF-3 


Saturday 


HL-6 


MR-1 


AAF-3 


Sunday 


HL-6+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


MR-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 32. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


TD-1 


HL-6 


Tuesday 


AAF-2 


TD-1 


HL-6 


Wednesday 


AAF-2 


TD-1 


HL-6 


Thursday 


AAF-2 


TD-1 


HL-6 


Friday 


AAF-2+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


HL-6 


Saturday 


AAF-2 


TD-1 


HL-6 


Sunday 


AAF-2+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


HL-6 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 33. Related Article . Related Ecoport Tables . 



Davs 


lVTorninp 

1.Y A. 1111141 


Noon Evening 


Monday 


HL-6 


TD-1 


AAF-3 


Tuesdav 


HL-6 


TD-1 


AAF-3 


Wednesday 


HL-6+ BFC 80 TAD21 (12 ES UTR SP TAK-TAK* DO) 


TD-1 


AAF-3 


Thursday 


HL-6 


TD-1 


AAF-3 


Friday 


HL-6+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 


Saturday 


HL-6 


TD-1 


AAF-3 


Sunday 


HL-6+ BFC 80 [AD2] (12, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 34. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


TD-1 


SH-9 


Tuesday 


AAF-2 


TD-1 


SH-2 


Wednesday 


AAF-2 


TD-1 


SH-9 


Thursday 


AAF-2 


TD-1 


SH-2 


Friday 


AAF-2 


TD-1 


SH-9 


Saturday 


AAF-2 


TD-1 


SH-2 


Sunday 


AAF-2+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2- WEEK 35. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


HL-6 


TD-1 


AAF-3 


Tuesday 


HL-6 


TD-1 


AAF-3 


Wednesday 


HL-6 


TD-1 


AAF-3 


Thursday 


HL-6 


TD-1 


AAF-3 


Friday 


HL-6+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 


Saturday 


HL-6 


TD-1 


AAF-3 


Sunday 


HL-6+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


TD-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 36. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1 


SH-9 


Tuesday 


AAF-2 


MM-1 


SH-2 


Wednesday 


AAF-2+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-9 


Thursday 


AAF-2 


MM-1 


SH-2 


Friday 


AAF-2+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-9 


Saturday 


AAF-2 


MM-1 


SH-2 


Sunday 


AAF-2+ BFC 80 [AD2] (14, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 37. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-1 


AAF-3 


Tuesday 


HL-2 


MM-1 


AAF-3 


Wednesday 


HL-2 


MM-1 


AAF-3 


Thursday 


HL-2 


MM-1 


AAF-3 


Friday 


HL-2 


MM-1 


AAF-3 


Saturday 


HL-2 


MM-1 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 38. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MM-1 SH-9 


Tuesday 


AAF-2 


MM-1 SH-2 


Wednesday 


AAF-2 


MM-1 SH-9 


Thursday 


AAF-2 


MM-1 SH-2 


Friday 


AAF-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-9 


Saturday 


AAF-2 


MM-1 SH-2 


Sunday 


AAF-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 39. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2 


MM-4 


AAF-3 


Tuesday 


HL-2 


MM-4 


AAF-3 


Wednesday 


HL-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 


Thursday 


HL-2 


MM-4 


AAF-3 


Friday 


HL-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 


Saturday 


HL-2 


MM-4 


AAF-3 


Sunday 


HL-2+ BFC 80 [AD2] (16, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 40. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MM-3 SH-9 


Tuesday 


AAF-2 


MM-3 SH-2 


Wednesday 


AAF-2 


MM-3 SH-9 


Thursday 


AAF-2 


MM-3 SH-2 


Friday 


AAF-2 


MM-3 SH-9 


Saturday 


AAF-2 


MM-3 


SH-2 


Sunday 


AAF-2+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


SH-9 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 41. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-2 


AAF-3 


Tuesday 


HL-1 


MM-2 


AAF-3 


Wednesday 


HL-1 


MM-2 


AAF-3 


Thursday 


HL-1 


MM-2 


AAF-3 


Friday 


HL-1+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Saturday 


HL-1 


MM-2 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Start Set-Ill. 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 42. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1 


SH-4 


Tuesday 


AAF-2 


MM-1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Thursday 


AAF-2 


MM-1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Saturday 


AAF-2 


MM-1 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (18, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 43. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4 


AAF-3 


Tuesday 


HL-1 


MM-4 


AAF-3 


Wednesday 


HL-1 


MM-4 


AAF-3 


Thursday 


HL-1 


MM-4 


AAF-3 


Friday 


HL-1 


MM-4 


AAF-3 


Saturday 


HL-1 


MM-4 


AAF-3 


Sunday 


HL-1+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-4 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 44. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon Evening 


Monday 


AAF-2 


MM-3 SH-4 


Tuesday 


AAF-2 


MM-3 SH-4 



Davs 


IVTorninp 


Noon Evening 


Wednesda v 


AAF-2 


MM-3 SH-4 


Thursday 


AAF-2 


MM-3 SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 SH-4 


Saturday 


AAF-2 


MM-3 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-3 


SH-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



Days 


Morning 


Noon 


Evening 


Monday 


BFC (Traditional Healer-S-CP-+200B) 


MM-2 


AAF-3 


Tuesday 


BFC (Traditional Healer-S-CP-+200B) 


MM-2 


AAF-3 


Wednesday 


BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Thursday 


BFC (Traditional Healer-S-CP-+200B) 


MM-2 


AAF-3 


Friday 


BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 


Saturday 


BFC (Traditional Healer-S-CP-+200B) 


MM-2 


AAF-3 


Sunday 


BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-2 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 



of Indian state Chhattisgarh . SET 2-WEEK 46. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Tuesday 


AAF-2 


MM-1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Thursday 


AAF-2 


MM-1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 


Saturday 


AAF-2 


MM-1 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (20, ES, UTR, SP, TAK-TAK*, DO) 


MM-1 


SH-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 47. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


AAF-3+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


BFC (Traditional Healer-S-CP- 
+200B) 


MM- 
1 


AAr-j 


Wednesday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


A AC 1 

AAr-j 


Thursday 


BFC (Traditional Healer-S-CP- 
+200B) 


MM- 
1 


A AC Q 

AAr-J 


rriaay 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


A AC ^ 

AAr-3 


Saturday 


BFC (Traditional Healer-S-CP- 
+200B) 


MM- 
1 


AAF-3 


Sunday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 
1 


AAF-3 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Start Set-IV. 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 48. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MM- 
1 


SH-4+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


AAF-2 


MM- 
1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MM- 
1 


SH-4+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Thursday 


AAF-2 


MM- 
1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MM- 
1 


SH-4 


Saturday 


AAF-2 


MM- 
1 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MM- 
1 


SH-4 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 49. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 


AAF-3+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Tuesday 


BFC (Traditional Healer-S-CP- 
+200B) 


MM- 


AAF-3 


Wednesday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 


AAF-3+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Thursday 


BFC (Traditional Healer-S-CP- 
+200B) 


MM- 


AAF-3 


Friday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 


AAF-3+ BFC 80 [AD2] (20, ES, UTR, 
SP, TAK-TAK*, DO) 


Saturday 


BFC (Traditional Healer-S-CP- 
+200B) 


MM- 


AAF-3 


Sunday 


BFC 80 [AD2] (20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM- 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 50. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


Tuesday 


AAF-2 


MM- 
1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


Thursday 


AAF-2 


MM- 
1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


Saturday 


AAF-2 


MM- 
1 


SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 


MR-1 


SH-4+ BFC 80 [AD2] (20, ES, 
UTR, SP, TAK-TAK*, DO) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 51. Related Article . Related Ecoport Tables . 



Davs IVTomiri!? 


Noon 


Evening 


BFC 80 [AD2] (20, ES, 
Monday UTR, SP, TAK-TAK*, 
DO) 


MM- 1+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*. DO) 


AAF-3+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*. DO) 


„ , BFC (Traditional Healer- 
luesday S . CP . +2 00B) 


MM-2 


AAF-3 


BFC 80 [AD2] (20, ES, 
Wednesday UTR, SP, TAK-TAK*, 


MM-1 


AAF-3+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK* D(Y> 


„. . BFC (Traditional Healer- 
Thursday S . cp . +200B) 


MM-2 


AAF-3 


BFC 80 [AD2] (20, ES, 
Friday UTR, SP, TAK-TAK*, 
DO) 


MM-1 


AAF-3+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*, DO) 


c , BFC (Traditional Healer- 
baturday S . cp . +200B) 


MM-2 


AAF-3 


BFC 80 [AD2] (20, ES, 
Sunday UTR, SP, TAK-TAK*, 
DO) 


MM-1 


AAF-3+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*, DO) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 2-WEEK 52. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-3+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*, DO) 


SH-4+ BFC 80 [AD2] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


Tuesday 


AAF-2 


MM-1 


SH-4 


Wednesday 


AAF-2+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-3 


SH-4+ BFC 80 [AD2] (20, 
ES, UTR, SP, TAK- 
TAK*, DO) 


Thursday 


AAF-2 


MM-1 


SH-4 


Friday 


AAF-2+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAK- 


MM-3 


SH-4+ BFC 80 [AD2] (20, 
ES, UTR, SP, TAK- 





TAK*, DO) 


TAR*, DO) 


Saturday 


AAF-2 


MM-1 SH-4 


Sunday 


AAF-2+ BFC 80 [AD2] 
(20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-3+ BFC 80 [AD2] SH-4+ BFC 80 [AD2] (20, 
(20, ES, UTR, SP, TAR- ES, UTR, SP, TAR- 
TAR*, DO) TAR*, DO) 



Recommendations: 



Improvement in patient's condition- Proceed for closing. 

No Improvement-Special attention and schedule are required. 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEER 1. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAR-TAR*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEER 2. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Tuesday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Wednesday 


HL-l+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Thursday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 



Days 


Morning 


Noon 


Evening 








5+MM-l 


Friday 


HL-l+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Saturday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 3. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 2 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 4. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH3+MR-1 


AAF- 



Days 


Morning 


Noon 


Evening 








5+MM-l 


Wednesday 


HL-l+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Thursday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3- WEEK 5. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 6. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


TD-l+MR- 


AAF- 







1 5+MM-l 


Tuesday 


TIT T , TV /fTl/T T 


A AF- 
r Hj+lVl K- 1 _ , „. „ . 

5+MM-l 


Wednesday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


TD-l+MR- AAF- 
1 5+MM-l 


i nursaay 


TIT 1 , A/TA/r 1 


A AF- 
I n J + ivi K - 1 _ , . , 
5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


TD-l+MR- AAF- 
1 5+MM-l 


Saturday 


HL-l+MM-1 


A AF- 
PH3+MR-1 TT^ x , 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


TD-l+MR- AAF- 
1 5+MM-l 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 4 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 7. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 8. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


TD-l+MR- 

1 


AAF- 
5+MM-l 


Tuesday 


HL-2+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1 


TD-l+MR- 

1 


AAF- 
5+MM-l 


Thursday 


HL-2+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Saturday 


HL-2+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 9. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 10. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


TD-l+MR- 

1 


AAF- 
5+MM-l 


Tuesday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1 


TD-l+MR- 

1 


AAF- 
5+MM-l 


Thursday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Saturday 


SH-ll+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3- WEEK 11. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 7 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 12. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


iviuiiudy 




TD-l+MR- 
1 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Thursday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH3+MR-1 


AAF- 
5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-12, ES, UTR, 
SP, TAK-TAK*, DO) 


TD-l+MR- 
1 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 13. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1 


PH3+MR-1 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD-l+MR- 
1 


AAF- 
1+MM-l 



Days 


Morning 


Noon 


Evening 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH3+MR-1 


AAF- 
1+MM-l 


Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh. SET 3-WEEK 14. Related Article. Related Ecoport Tables. 


Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


pu 

II 1 - 

l+MM-4 


i \ / \ I 

5+MM-l 


Tuesday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh. SET 3-WEEK 15. Related Article. Related Ecoport Tables. 


Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 


AAF- 



Days 


Morning 


Noon 


Evening 






l+MM-4 


1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 16. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HL-6+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 12 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 17. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 


PH- 


AAF- 



Days 


Morning 


Noon 


Evening 




UTR, SP, TAK-TAK*, DO) 


2+MM-4 


1+MM-l 


Thursday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 18. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 19. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Days 


Morning 


Noon 


Evening 


Tuesday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 20. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HC-3+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 21. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


A A TJ A i A TA K 1 

AAr-4+MJVL-i 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Tuesday 


A A TJ A i A l\ A /f 1 

AAr-4+MM-l 


PH- 

l+MM-4 


SH-9+MM- 
1 


Wednesday 


A. A Tj 1 yl i A ^A H 1 

AAr-4+MM- 1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Thursday 


A A T2 A i A yf A T 1 

AAr-4+MM- 1 


PH- 

l+MM-4 


SH-9+MM- 
1 


rriaay 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


SH-9+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 17 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 22. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 23. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


A A 1 — 1 A . ~\ JT\ IS 1 

AAF-4+MM-1 


PH- 

2+MM-4 


SH-9+MM- 
1 


Tuesday 


A A 1 — 1 A . ~\ /f~\ If 1 

AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


SH-9+MM- 
1 


Thursday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


SH-9+MM- 
1 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


SH-9+MM- 
1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 24. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


HL-l+MM-1 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (10-INTVns-16, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3- WEEK 25. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


nil 
In- 

2+MM-4 


4 AC 

A Ar- 

1+MM-l 


Tuesday 


AAF-4+MM-1 


DU 

rn- 

l+MM-4 


c ii Q_i_i\/rA/r 
orl-y+lVllVl- 

1 


Wednesday 


AAF-4+MM-1 


nil 

rn- 

2+MM-4 


4 AC 

A Ar- 
1+MM-l 


Thursday 


AAF-4+MM-1 


FH- 

l+MM-4 


1 


Friday 


AAF-4+MM-1 


PH- 

2+MM-4 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

l+MM-4 


SH-9+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-4 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 26. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Tuesday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Thursday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1 


PH- 

l+MM-4 


AAF- 
5+MM-l 


Saturday 


SH-1 1+MM-l 


PH- 

2+MM-4 


AAF- 
5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-4 


AAF- 
5+MM-l 



Recommendations: 



Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 22 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 27. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


iviuiiudy 


A A P 44-MM 1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-9+MM- 
1 


Wednesday 


AAF-4+MM-1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-9+MM- 
1 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-9+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 28. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Thursday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 



Days 


Morning 


Noon 


Evening 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh. SET 3-WEEK 29. Related Article. Related Ecoport Tables. 


Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-Q+MM- 

Oil y ilVl.1V A 

1 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-9+MM- 
1 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-9+MM- 
1 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-9+MM- 
1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 30. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HL-2+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Wednesday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Thursday 


HL-2+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 



Saturday 


HL-2+MM-1 


PH- AAF- 
3+MM-3 5+MM-l 


Sunday 


HL-2+MM-1+ BFC 80 [AD2] (10-INTVns-18, ES, 
UTR, SP, TAK-TAK*, DO) 


TD- AAF- 
l+MM-3 5+MM-l 



Recommendations: 

Improvement in patient's condition- Continue it. 
No Improvement-Repeat from Week 21 . 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 31. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-9+MM- 
1 


Wednesday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-9+MM- 
1 


Friday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-9+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 32. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HL-6+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 



Days 


Morning 


Noon 


Evening 


Thursday 


HL-6+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


HL-6+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 33. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-5+MM- 
1 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-5+MM- 
1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 3-WEEK 34. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


SH-ll+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Wednesday 


HL-6+MM-1 


TD- 


AAF- 



Days 


Morning 


Noon 


Evening 






l+MM-3 


5+MM-l 


Thursday 


SH-ll+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


SH-ll+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Wednesday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (10-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-6+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 



Days 


Morning 


Noon 


Evening 


Wednesday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Thursday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


HC-3+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Sunday 


HL-6+MM-1+ BFC 80 [AD2] (10-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Wednesday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Friday 


AAF-4+MM-1 


PH- 

3+MM-3 


SH-5+MM- 
1 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


AAF- 
1+MM-l 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


SH-5+MM- 
1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Tuesday 


HL-l+MM-1 


PH- 


AAF- 



Days 


Morning 


Noon 


Evening 






3+MM-3 


5+MM-l 


Wednesday 


HL-l+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Thursday 


HL-l+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Friday 


HL-l+MM-1 


TD- 

l+MM-3 


AAF- 
5+MM-l 


Saturday 


HL-l+MM-1 


PH- 

3+MM-3 


AAF- 
5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


TD- 

l+MM-3 


AAF- 
5+MM-l 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MM-1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Tuesday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Wednesday 


AAF-4+MM-1 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Thursday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Friday 


AAF-4+MM-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 


Saturday 


AAF-4+MM-1 


TD- 

l+MM-3 


SH-5+MM- 
1 


Sunday 


AAF-4+MM-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

3+MM-3 


AAF- 
1+MM-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MM-1 


PH- 


AAF- 







l+MM-2 5+MM-l 


i uesciay 


tit i , A/TA/r 1 


PH- AAF- 
2+MM-2 5+MM-l 


Wednesday 


TIT T illMT T 

tLL,- 1 +1V11V1- 1 


PH- AAF- 
l+MM-2 5+MM-l 


i nursaay 


TIT 1 , A/TA/r 1 


PH- AAF- 
2+MM-2 5+MM-l 


Friday 


HL-1+MM-1+ BFC 80 [AD2] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- AAF- 
l+MM-2 5+MM-l 


Saturday 


HL-l+MM-1 


PH- AAF- 
2+MM-2 5+MM-l 


Sunday 


HL-1+MM-1+ BFC 80 [AD2] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- AAF- 
l+MM-2 5+MM-l 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Wednesday 


AAF-4+MR-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Friday 


AAF-4+MR-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (12-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 



Recommendations: 



Improvement in patient's condition- Continue it. 



No Improvement-Shift to Set-4. 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-l+MR-1 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Tuesday 


SH-ll+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Wednesday 


HL-1+MR-1+ BFC 80 [AD2] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Thursday 


SH-ll+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Friday 


HL-1+MR-1+ BFC 80 [AD2] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Saturday 


SH-ll+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Sunday 


HL-1+MR-1+ BFC 80 [AD2] (12-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Wednesday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Friday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


AAF- 
1+MR-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MR-1 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Tuesday 


HC-3+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Wednesday 


HL-2+MR-1 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Thursday 


HC-3+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Friday 


HL-2+MR-1 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Saturday 


HC-3+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Sunday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Wednesday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Friday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MR-1 


In- 

l+MM-2 


A AC 

AAr- 

5+MR-l 


Tuesday 


HL-2+MR-1 


r n- 

2+MM-2 


AAr- 
5+MR-l 


Wednesday 


HL-2+MR-1 


nn 
rn- 

l+MM-2 


A AC 

AAr- 

5+MR-l 


Thursday 


HL-2+MR-1 


nu 
rn- 

2+MM-2 


A AC 

AAr- 

5+MR-l 


Friday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Saturday 


HL-2+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Sunday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Wednesday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Friday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


AAF- 
1+MR-l 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM- 
1 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (14-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


AAF- 
1+MR-l 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-2+MR-1 


In- 

l+MM-2 


A AC 

AAr- 

5+MR-l 


Tuesday 


HL-2+MR-1 


r n- 

2+MM-2 


AAr- 

5+MR-l 


Wednesday 


rr r o . i\/rn> 1 , I> \?( 1 on r Anil (1 A I X' r r\ '.-»■■ ITC I ,r ri) 
rlL-z+lVlK- 1 + wt ou [AIJZJ 1 VnS-ZU, rLa, U IK, 

SP, TAK-TAK*, DO) 


nn 
rn- 

l+MM-2 


A AC 

AAr- 

5+MR-l 


Thursday 


HL-2+MR-1 


nu 
rn- 

2+MM-2 


AAr 

AAr- 

5+MR-l 


Friday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 


Saturday 


HL-2+MR-1 


PH- 

2+MM-2 


AAF- 
5+MR-l 


Sunday 


HL-2+MR-1+ BFC 80 [AD2] (14-INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF- 
5+MR-l 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Tuesday 


AAF-4+MR-l 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Wednesday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Friday 


AAF-4+MR-1 


PH- 

2+MM-2 


SH-5+MM- 
1 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


AAF- 
1+MR-l 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (16-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


PH- 

2+MM-2 


SH-5+MM- 
1 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Days 


Morning 


Noon 


Evening 


Monday 


BFC (Traditional Healer-S-CP-+200B) 


nil i i A/fA/T 
rrl-l+lVlM- 

2 


AAr-j+MK- 
1 


Tuesday 


BFC (Traditional Healer-S-CP-+200B) 


rrl-Z+lVllVl- 

2 


A A T7 ^_i_A/TT? 

AAr -j +1V1K- 
1 


Wednesday 


BFC (Traditional Healer-S-CP-+200B) 


nii i i i\TA/r 
rrl-l+lVlM- 

2 


AAr - J +MK- 
1 


Thursday 


BFC (Traditional Healer-S-CP-+200B) 


nii o i a ta /r 
rH-z+JVlJVl- 

2 


A A TJ C i A /f T> 

AAr-j+MR- 
1 


Friday 


BFC (Traditional Healer-S-CP-+200B) 


PH-l+MM- 

2 


AAF-5+MR- 
1 


Saturday 


BFC (Traditional Healer-S-CP-+200B) 


PH-2+MM- 

2 


AAF-5+MR- 
1 


Sunday 


BFC 80 [AD2] (16-INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


PH-l+MM- 

2 


AAF-5+MR- 
1 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF-l+MR-1 


Tuesday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM-1 


Wednesday 


AAF-4+MR-1 


PH- 

2+MM-2 


AAF-l+MR-1 


Thursday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM-1 


Friday 


AAF-4+MR-1+ BFC 80 [AD1] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


PH- 

2+MM-2 


AAF-1+MR-1+ BFC 80 [AD2] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


Saturday 


AAF-4+MR-1 


PH- 

l+MM-2 


SH-5+MM-1 


Sunday 


AAF-4+MR-1+ BFC 80 [AD1] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


PH- 

2+MM-2 


AAF-1+MR-1+ BFC 80 [AD2] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
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Davs 


lVforninp 


Noon 


Fvpninp 

M—J T VlllAljl 


Monday 


BFC (Traditional Healer-S-CP- 
+200B) 


PH- 

l+MM-2 


AAF-5+MR-1 


Tuesday 


BrL ( 1 raditionat rieater-o-Ur- 
+200B) 


Till 

rrl- 

2+MM-2 


AAF-5+MR-1 


Wednesday 


BrL ( 1 raditionat rieater-o-Ur- 
+200B) 


Till 

rrl- 

l+MM-2 


AAF-5+MR-1 


Thursday 


BFC (Traditional Healer-S-CP- 

+z(JUr>) 


PH- 

z+MM-z 


AAF-5+MR-1 


Friday 


BFC 80 [AD2] (16-INTVns-20, 
ES, UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF-5+MR-1+ BFC 80 [AD1] (16- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 


Saturday 


BFC (Traditional Healer-S-CP- 
+200B) 


PH- 

2+MM-2 


AAF-5+MR-1 


Sunday 


BFC 80 [AD2] (16-INTVns-20, 
ES, UTR, SP, TAK-TAK*, DO) 


PH- 

l+MM-2 


AAF-5+MR-1+ BFC 80 [AD1] (16- 
INTVns-20, ES, UTR, SP, TAK- 
TAK*, DO) 



Recommendations: 



Improvement in patient's condition- Proceed for closing. 

No Improvement-Special attention and schedule are required. 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4- WEEK 1. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MR-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MR-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2 


MM-1+PH-2+TD-1 


BFC (Traditional 









Healer-S-CP-+200B) 


Saturday 


AAF-5 


MR-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-6, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEER 2. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


HL-2 


MR-1+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-3 


MR-l+PH-l+TD-1 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (6-INTVns-6, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-5 


MR-1+PH-2+TD-1 


AAF-4 


Sunday 


HL 7+ BFC 80 [AD3] (6-INTVns-6, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEER 3. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MR-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-6, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MR-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-6, ES, UTR, SP, TAR- 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 



Days 


Morning 


Noon 


Evening 




TAK*, DO) 






Saturday 


AAF-5 


MR-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-6, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEER 4. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


HL-2 


MR-1+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-3 


MR-l+PH-l+TD-1 


AAF-4 


Friday 


HL-4 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-5 


MR-1+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (6-INTVns-8, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEER 5. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MR-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MR-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-8, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MR-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 



Days 


Morning 


Noon 


Evening 


Sunday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-8, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEER 6. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


HL-2 


MR-1+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (6-INTVns-8, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-3 


MR-l+PH-l+TD-1 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (6-INTVns-8, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-5 


MR-1+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (6-INTVns-8, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEER 7. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MR-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MR-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MR-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-10, ES, UTR, SP, TAR- 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Days Morning 
TAK*, DO) 



Noon 



Evening 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4- WEEK 8. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


HL-2 


MR-1+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-3 


MR-l+PH-l+TD-1 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (6-INTVns-10, ES, 
UTR, SP, TAK- TAK*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-5 


MR-1+PH-2+TD-1 


AAF-4 


Sunday 


HL 7+ BFC 80 [AD3] (6-INTVns-10, ES, 
UTR, SP, TAK- TAK*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEEK 9. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MR-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-10, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MR-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-10, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MR-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (6- 
INTVns-10, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4- WEEK 10. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


HL-2 


MR-1+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-3 


MR-l+PH-l+TD-1 


AAF-4 


Friday 


HL-4 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-5 


MR-1+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (8-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4- WEEK 11. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MR-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MR-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (8- 
INTVns-10, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MR-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (8- 
INTVns-10, ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4- WEEK 12. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


rlL-l 


MJV1- 1 +r rt-j+ L U- 1 


A Ar- j 


Tuesday 


HL-2 


MR-1+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (8-INTVns-10, ES, 
U1K, ar, 1 1 A K , DU ) 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-3 


MR-l+PH-l+TD-1 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (8-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-5 


MR-1+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (8-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEEK 13. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MR-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MR-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MR-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-10, ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEEK 14. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4+PH-3+TD-1 


AAF-3 



Tuesday 


HL-2 


MM-3+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6 


MM-4+PH-1+TD-1 


AAF-3 


Thursday 


HL-3 


MM-3+PH-1+TD-1 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


MM-4+PH-2+TD-1 


AAF-3 


Saturday 


HL-5 


MM-3+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-10, ES, 
UTR, SP, TAK-TAK*, DO) 


BFC (Traditional Healer- 
S-CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4- WEEK 15. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-3+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-10, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-4+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-3+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-10, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-4+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-3+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-10, ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEEK 16. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4+PH-3+TD-1 


AAF-3 



1 uesday 


TUT ") 


MM-j+rH- 3+ 1 D- 1 


AAr-4 


Wednesday 


HL-6 


MM-4+PH-1+TD-1 


AAF-3 


Thursday 


HL-3 


MM-3+PH-1+TD-1 


AAF-4 


Friday 


HL-4 


MM-4+PH-2+TD-1 


AAF-3 


Saturday 


HL-5 


MM-3+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


BFC (Traditional Healer- 
S-CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEEK 17. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-3+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-4+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-3+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-12, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-4+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-3+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-12, ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEEK 18. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-4+PH-3+TD-1 


AAF-3 


Tuesday 


HL-2 


MM-3+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


MM-4+PH-1+TD-1 


AAF-3 



Days 


Morning 


Noon 


Evening 


Thursday 


HL-3 


MM-3+PH-1+TD-1 


AAF-4 


Friday 


HL-4+ BFC 80 [AD3] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


MM-4+PH-2+TD-1 


AAF-3 


Saturday 


HL-5 


MM-3+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-12, ES, 
UTR, SP, TAK-TAK*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEEK 19. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-3+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-4+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-3+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2 


MM-4+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-3+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-14, ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEEK 20. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-4+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-3+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9 


MM-4+PH-1+TD-1 


AAF-3 


Thursday 


HL-4 


MM-3+PH-1+TD-1 


AAF-4 


Friday 


HL-5+ BFC 80 [AD3] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


MM-4+PH-2+TD-1 


AAF-3 



Days 


Morning 


Noon 


Evening 


Saturday 


HL-6 


MM-3+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-14, ES, 
UTR, SP, TAK-TAK*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-3+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-14, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-4+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-3+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-14, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-4+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-3+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-14, ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-4+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-3+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9 


MM-4+PH-1+TD-1 


AAF-3 


Thursday 


HL-4 


MM-3+PH-1+TD-1 


AAF-4 


Friday 


HL-5 


MM-4+PH-2+TD-1 


AAF-3 


Saturday 


HL-6 


MM-3+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-16, ES, 


BFC (Traditional Healer-S- 


AAF-3 



Days Morning 
UTR, SP, TAK-TAK*, DO) 



Noon 

CP-+200B) 



Evening 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4+PH-3+TD-1 


DrL v. 1 laUlLlOIldl 

Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-3+PH-3+TD-1 


BFC (Traditional 
rieaier-o-Ur— l-zUUr> ; 


Wednesday 


AAF-2 


MM-4+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-3+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-16, ES, UTR, SP, TAK- 
TAK*, DO) 


MM-4+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-3+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-16, ES, UTR, SP, TAK- 
TAK*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-4+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-3+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9+ BFC 80 [AD3] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


MM-4+PH-1+TD-1 


AAF-3 


Thursday 


HL-4 


MM-3+PH-1+TD-1 


AAF-4 


Friday 


HL-5+ BFC 80 [AD3] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


MM-4+PH-2+TD-1 


AAF-3 


Saturday 


HL-6 


MM-3+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-16, ES, 
UTR, SP, TAK-TAK*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-4+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-3+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-4+PH-1+TD-1 


Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-3+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2 


MM-4+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-3+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-18, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-4+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-3+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9 


MM-4+PH-1+TD-1 


AAF-3 


Thursday 


HL-4 


MM-3+PH-1+TD-1 


AAF-4 


Friday 


HL-5+ BFC 80 [AD3] (10-INTVns-18, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-4+PH-2+TD-1 


AAF-3 


Saturday 


HL-6 


MM-3+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-18, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer- 
S-CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
rieaier-o-i^r — i-zuuo ) 


Tuesday 


AAF-5 


MM-2+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-18, ES, UTR, SP, TAK- 

1 \K , DU) 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-2+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-18, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-2+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-18, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-2+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-4 


MM-2+PH-1+TD-1 


AAF-4 


Friday 


HL-5 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-6 


MM-2+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-2+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-2+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-2+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (10- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-2+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9+ BFC 80 [AD3] (10-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-4 


MM-2+PH-1+TD-1 


AAF-4 


Friday 


HL-5+ BFC 80 [AD3] (10-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-6 


MM-2+PH-2+TD-1 


AAF-4 


Sunday 


HL-7+ BFC 80 [AD3] (10-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 



Days 


Morning 


Noon 


Evening 








Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-2+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAP-5 


MM-2+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-2+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (12- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-2+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


SH-2 


MM-2+PH-1+TD-1 


AAF-4 


Friday 


SH-5+ BFC 80 [AD3] (12-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HC-2 


MM-2+PH-2+TD-1 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (12-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-2+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 



Days 


Morning 


Noon 


Evening 


Wednesday 


AAF-2+ BFC 80 [AD3] (12- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-2+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (12- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-2+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (12- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-2+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


SH-2 


MM-2+PH-1+TD-1 


AAF-4 


Friday 


SH-5 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HC-2 


MM-2+PH-2+TD-1 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (14-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-2+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 



Days 


Morning 


Noon 


Evening 


Thursday 


AAF-5 


MM-2+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (14- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-2+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (14- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-2+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9+ BFC 80 [AD3] (14-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


SH-2 


MM-2+PH-1+TD-1 


AAF-4 


Friday 


SH-5+ BFC 80 [AD3] (14-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HC-2 


MM-2+PH-2+TD-1 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (14-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-2+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-2+PH-1+TD-1 


BFC (Traditional 



Days 


Morning 


Noon 


Evening 








Healer-S-CP-+200B) 


Friday 


AAF-2 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-2+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-2+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


SH-2 


MM-2+PH-1+TD-1 


AAF-4 


Friday 


SH-5+ BFC 80 [AD3] (16-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HC-2 


MM-2+PH-2+TD-1 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (16-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-2+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-2+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (16- 


MM-1+PH-2+TD-1 


BFC (Traditional 



Days 


Morning 


Noon 


Evening 




INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 




Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-2+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (16- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-4+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


SH-2 


MM-4+PH-1+TD-1 


AAF-4 


Friday 


SH-5 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HC-2 


MM-4+PH-2+TD-1 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (18-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-4+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-4+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (18- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-4+PH-2+TD-1 


BFC (Traditional 



Days 


Morning 


Noon 


Evening 








Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (18- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


SH-4 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


SH-3 


MM-4+PH-3+TD-1 


AAF-4 


Wednesday 


SH-9+ BFC 80 [AD3] (18-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


SH-2 


MM-4+PH-1+TD-1 


AAF-4 


Friday 


SH-5+ BFC 80 [AD3] (18-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HC-2 


MM-4+PH-2+TD-1 


AAF-4 


Sunday 


SH-8+ BFC 80 [AD3] (18-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-4+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-4+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-4+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (20- 


BFC (Traditional 


BFC (Traditional 



Days 


Morning 


Noon 


Evening 




INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


Healer-S-CP-+200B) 


Healer-S-CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-1 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


HL-2 


MM-4+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-4 


MM-4+PH-1+TD-1 


AAF-4 


Friday 


HL-1+ BFC 80 [AD3] (20-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-2 


MM-4+PH-2+TD-1 


AAF-4 


Sunday 


HL-6+ BFC 80 [AD3] (20-INTVns-20, ES, 
UTR, SP, TAR-TAR*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2 


MM-1+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Tuesday 


AAF-5 


MM-4+PH-3+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-l+PH-l+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Thursday 


AAF-5 


MM-4+PH-1+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAR- 
TAR*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Saturday 


AAF-5 


MM-4+PH-2+TD-1 


BFC (Traditional 
Healer-S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, TAR- 


BFC (Traditional 
Healer-S-CP-+200B) 


BFC (Traditional 
Healer-S-CP-+200B) 



Days Morning 
TAK*, DO) 



Noon 



Evening 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-1+ BFC 80 [AD3] (20-INTVns-20, ES, 
UTR, SP, TAK- TAK*, DO) 


MM-1+PH-3+TD-1 


AAF-3 


Tuesday 


HL-2 


MM-4+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (20-INTVns-20, ES, 
UTR, SP, TAK- TAK*, DO) 


MM-l+PH-l+TD-1 


AAF-3 


Thursday 


HL-4 


MM-4+PH-1+TD-1 


AAF-4 


Friday 


HL-1+ BFC 80 [AD3] (20-INTVns-20, ES, 
UTR, SP, TAK- TAK*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-2 


MM-4+PH-2+TD-1 


AAF-4 


Sunday 


HL-6+ BFC 80 [AD3] (20-INTVns-20, ES, 
UTR, SP, TAK- TAK*, DO) 


BFC (Traditional Healer-S- 
CP-+200B) 


AAF-3 



Modified Version No.l (BFC based Special Treatment 150) 52 weeks schedule (in four sets) for 
treatment of patients having Diabetes with other diseases as suggested by the Traditional Healers 
of Indian state Chhattisgarh . SET 4-WEEK 47. Related Article . Related Ecoport Tables . 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK- TAK*, DO) 


MM-1+PH-3+TD-1 


BFC 80 [AD3] (20-INTVns- 
20, ES, UTR, SP, TAR- 
TAR*, DO) 


Tuesday 


AAF-5 


MM-4+PH-3+TD-1 


BFC (Traditional Healer-S- 
CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK- TAK*, DO) 


MM-l+PH-l+TD-1 


BFC (Traditional Healer-S- 
CP-+200B) 


Thursday 


AAF-5 


MM-4+PH-1+TD-1 


BFC (Traditional Healer-S- 
CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK- TAK*, DO) 


MM-1+PH-2+TD-1 


BFC (Traditional Healer-S- 
CP-+200B) 


Saturday 


AAF-5 


MM-4+PH-2+TD-1 


BFC (Traditional Healer-S- 
CP-+200B) 



Days 


Morning 


Noon 


Evening 


Sunday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


BFC (Traditional 

Healer-S-CP- 

+200B) 


BFC (Traditional Healer-S- 
CP-+200B) 
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Davs 


Morninp 

1TJ.V/1 11111^1 


Noon 


Fvpninp 


Monday 


HL-l+BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-1+PH-3+TD-1 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


Tuesday 


HL-2 


MM-4+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH-l+TD-1 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


Thursday 


HL-4 


MM-4+PH-1+TD-1 


AAF-4 


Friday 


HL-l+BFC 80 [AD3](20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-1+PH-2+TD-1 


AAF-3 


Saturday 


HL-2 


MM-4+PH-2+TD-1 


AAF-4 


Sunday 


HL-6+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


BFC (Traditional 

Healer-S-CP- 

+200B) 


AAF-3 
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Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-1+PH-3+TD-1 


BFC 80 [AD3] (20-INTVns- 
20, ES, UTR, SP, TAK- 
TAK*, DO) 


Tuesday 


AAF-5 


MM-4+PH-3+TD-1 


BFC (Traditional Healer-S- 
CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 


MM-l+PH-l+TD-1 


BFC 80 [AD3] (20-INTVns- 
20, ES, UTR, SP, TAK- 



Days 


Morning 


Noon 


Evening 




TAK-TAK*, DO) 




TAK*, DO) 


Thursday 


AAF-5 


MM-4+PH-1+TD-1 


BFC (Traditional Healer-S- 
CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-1+PH-2+TD-1 


BFC 80 [AD3] (20-INTVns- 
20, ES, UTR, SP, TAK- 
TAK*, DO) 


Saturday 


AAF-5 


MM-4+PH-2+TD-1 


BFC (Traditional Healer-S- 
CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


BFC (Traditional 

Healer-S-CP- 

+200B) 


BFC (Traditional Healer-S- 
CP-+200B) 
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Days 


Morning 


Noon 


Evening 


Monday 


HL-l+BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-1+PH-3+TD-1 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


Tuesday 


HL-2 


MM-4+PH-3+TD-1 


AAF-4 


Wednesday 


HL-6+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-l+PH-l+TD-1 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


Thursday 


HL-4 


MM-4+PH-1+TD-1 


AAF-4 


Friday 


HL-l+BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


MM-1+PH-2+TD-1 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


Saturday 


HL-2 


MM-4+PH-2+TD-1 


AAF-4 


Sunday 


HL-6+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 


BFC (Traditional 

Healer-S-CP- 

+200B) 


AAF-3+ BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, SP, 
TAK-TAK*, DO) 
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Days 


Morning 


Noon 


Evening 



Days 


Morning 


Noon 


Evening 


Monday 


AAF-2+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


1V11V1- 1+r rl- j+ 1 U- It Dr oil 

[AD3] (20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


TH7<~" SO TAri'll (1ft 

INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


' 1 'i lpCnQ\7 

1 UcSUay 


/ \ / \ I . ! 


MM zi_i_PH UTn 1 
ivuvi-^t tx n- j>t i yj- i 


BFC (Traditional Healer- 
S-CP-+200B) 


Wednesday 


AAF-2+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


MM-l+PH-l+TD-1 


nrr on rAr»^l (7 ft 

INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


1 IlUlSQdy 


/ \ / \ I . ! 


MM zL-lPH 1 4.TD 1 
ivuvi-^t tx n- 1 t 1 u- i 


BFC (Traditional Healer- 
S-CP-+200B) 


Friday 


AAF-2+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


MM-1+PH-2+TD-1 


nrr on rAnn Oft 

INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 


Saturday 


AAr-J 


lVxlVl-4+r\ti-Z+ 1 D- 1 


BFC (Traditional Healer- 
S-CP-+200B) 


Sunday 


AAF-2+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


BFC (Traditional Healer-S-CP- 
+200B) 


BFC 80 [AD3] (20- 
INTVns-20, ES, UTR, 
SP, TAK-TAK*, DO) 
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Days Morning 


Noon 


Evening 


HL-l+BFC 80 [AD3] 
Monday (20-INTVns-20, ES, 

y UTR, SP, TAK-TAK*, 
DO) 


MM-1+PH-3+TD-1+ BFC 80 
[AD3] (20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, DO) 


AAF-3+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


Tuesday HL-2 


MM-4+PH-3+TD-1 


AAF-4 


HL-6+ BFC 80 [AD3] 

Wednesday (INTVns-20, ES, 
weanesaay UTR §p JAK _ XAK * 

DO) 


MM-l+PH-l+TD-1 


AAF-3+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


Thursday HL-4 


MM-4+PH-1+TD-1 


AAF-4 


HL-l+BFC 80 [AD3] 
Friday (20-INTVns-20, ES, 

UTR, SP, TAK-TAK*, 


MM-1+PH-2+TD-1 


AAF-3+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 



Days 


Morning 


Noon 


Evening 




DO) 




DO) 


Saturday 


HL-2 


MM-4+PH-2+TD-1 


AAF-4 


Sunday 


HL-6+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 


BFC 80 [AD3] (20-INTVns- 
20, ES, UTR, SP, TAK- 
TAK*, DO) 


AAF-3+ BFC 80 [AD3] 
(20-INTVns-20, ES, 
UTR, SP, TAK-TAK*, 
DO) 
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